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BILL NO. G-97-04-10 (AS AMENDED, AS AMENDED, AS AMENDED) 


GENERAL ORDINANCE NO. (7) 9-77 


AN ORDINANCE AMENDING CHAPTER 51 OF 

THE CITY OF FORT WAYNE CODE OF LAWS. 

WHEREAS, the City of Fort Wayne has several areas within its 
borders which are not currently served by a public sewer and wishes to provide for 
both the orderly residential development and the proper disposal of sewage from 
residential properties; and 

WHEREAS, the City of Fort Wayne wishes to provide for a basic 
threshold level of knowledge and registration for all installers of septic systems to 
insure the proper construction, installation and inspection of septic systems on real 
estate adequately suited for this type of disposal of sewage, based on current 
technology and state regulations; and 

WHEREAS, City Utilities has not, in the past, requested deposits 
based on sewage consumption despite Indiana Code 36-9-23-28 specifically 
providing for such deposits in order to protect the financial stability of the sewer 
utility. 

WHEREAS, pursuant to Indiana Code 36-9-23-25, the Common 
Council of the City of Fort Wayne has enacted a User Charge System and a Sewer 
Use Ordinance as contained in Chapter 51 of the Fort Wayne Code of Ordinances; 


and, 
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WHEREAS, State law (I.C. 8-1.5-38) states that rates and charges of 
municipally-owned utilities are unlawful if too low to produce income sufficient to 
maintain the utility property in a sound physical and financial condition to render 
adequate and efficient service; and, 

WHEREAS, a Sewer Task Force was created by the Mayor of the 
City of Fort Wayne for the purpose of recommending a plan of improvement to the 
City’s municipal sewage works; and, 

WHEREAS, the Sewer Task Force has on October 21, 1996, 
presented a nine point plan of improvement including increased maintenance and 
evaluation of the City’s sewer system and a capital improvements plan requiring the 
investment of $9 million per year to address combined sewer capacity issues; and, 

WHEREAS, the Mayor of the City of Fort Wayne has accepted and 
endorsed the recommendations of the Sewer Task Force; and, 

WHEREAS, the City of Fort Wayne engaged the services of 
Municipal Consultants to review the current financial position of the Water Pollution 
Control Utility in light of the above legal requirements and Task Force 
recommendations; and, 

WHEREAS, Municipal Consultants prepared and submitted to the 
City of Fort Wayne the results of the above-mentioned review and has made 
recommendations therein regarding adjustments to the current Water Pollution 
Control Utility rates and charges, said report being dated March 21, 1997; and, 

WHEREAS, upon review of said report and recommendations, the 


Board of Public Works of the City of Fort Wayne, in accordance with I.C. 36-9-23- 
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25, as amended, and Section 51.079 of the Fort Wayne Code of Ordinances, found 

on April 9, 1997 that existing rates and charges for the use of and services rendered 
by the Water Pollution Control Utility do not provide sufficient revenue to: 

(a) Pay all expenses incidental to the operation of the works, 

including legal expenses, maintenance costs, operating 

charges, repairs, lease rentals, and interest charges on bonds or 


other obligations; and, 


(b) Provide the sinking fund required by section 21, [I.C. 36-9-23- 
21] of this chapter for proposed debt; and, 


(c) Provide adequate money for improving and replacing the 
works; specifically those projects recommended by the Sewer 
Task Force and endorsed by the Mayor; and, 

WHEREAS, on said date the Board of Public Works found it in the 
best interest of the Fort Wayne Water Pollution Utility, in order to provide income 
sufficient to maintain the utility property in a sound physical and financial condition 
and to render adequate and efficient service to its users while implementing the 
recommendations of the Sewer Task Force, that the sewage rates charged to all user 
classes be amended according to the recommendations of Municipal Consultants, 
Inc. dated March 21, 1997, and further recommended the Common Council of the 
City of Fort Wayne otherwise amend Chapter 51 of the City of Fort Wayne Code of 
Ordinances in order to more equitably charge all Sewer Utility users. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That the following sections or subsections of Chapter 


51 of the City of Fort Wayne Code of Laws be amended, added or deleted as follows: 
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Sec. 51.001 Definitions. 


c) 


j) 


m) 


n) 


aa) 


ff) 


yy) 


ccc) 


"BIOCHEMICAL OXYGEN DEMAND (BOD)" - the quantity of 
dissolved oxygen, in milligrams per liter, required during the stabilization of 
the decomposable organic matter by aerobic biochemical action of sewage, 
sewage effluent, polluted waters or industrial wastes under standard 
laboratory procedures for five days at 20° centigrade. The laboratory 
determinations shall be made in accordance with procedures set forth in 40 
CFR 136. 


"CHEMICAL OXYGEN DEMAND (COD)" - a measure of oxygen 
equivalent to that portion of the organic matter in a sample of sewage, sewage 
effluent, polluted waters or industrial wastes that is susceptible to oxidation 
by a strong chemical oxidant. The laboratory determinations shall be made in 
accordance with procedures set forth in 

40 CFR 136. 


"COMPLIANCE SAMPLE" - a sample taken of a User's effluent 
approximately thirty (30) days after a violation of this Chapter, the User's 
permit or the Federal Pretreatment Standards and Regulations has been 
discovered or reported. The User shall be billed for any Compliance Sample 
taken. 


"COMPOSITE SAMPLE" - the sample resulting from the combination of 
discrete wastewater samples taken at selected intervals while the discharge 
rate is at or above normal based on an increment of either flow or time. Time 
intervals between discrete samples not to exceed 2 hours. The total duration 
of collection shall not exceed 24 hours. 


"OPERATION AND MAINTENANCE COSTS" - all costs direct and 
indirect, other than debt services including replacement costs as defined in 
Section 51.001 (ii), necessary to insure adequate wastewater treatment on a 
continuing basis conforming with federal, state or local requirements and to 
insure long-term facilities management. 


"RANDOM SAMPLE" - A sample taken at no charge to the User, at the 
City's discretion of effluent produced by any User. 


“SUSPENDED SOLIDS” - solids which either float on the surface of or are 
in suspension in water, sewage or other liquid and which are removable buy 
laboratory filtration. Their concentration is expressed in milligrams per liter. 
Quantitative determinations are made in accordance with procedures set forth 
40 CFR 136. 


"WASTE SURVEILLANCE CHARGE" - a monthly charge collected 
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from users, qualifying as industrial or commercial class users, to defray the 
cost of evaluating that user’s waste by metering, sampling, laboratory 
analysis and/or other methods deemed necessary. Said charges are set forth 
in Article VII and are subject to review annually as provided in Section 
51.079. 


Sec. 51.015. Requirements for Connection to Public Sewers. 


g) City Utilities shall have the authority to require an owner of real property to 
disconnect any downspouts, yard drains or other drains which carry the 
runoff of natural precipitation from a building sewer which drains into a 
sanitary sewer, or in areas served by combined sewers where City Utilities 
determines the additional load placed on the system has been found to be 
detrimental to properties in that area. Property owners shall have thirty (30) 
days after notice thereof to comply with any such requirement. 


Sec. 51.017 Connections to Sewerage System by Certain Properties Outside 
Corporate Limits. 


Notwithstanding the provisions of Sec. 51.016, the Board of Public Works shall have 
the authority to permit a property located outside the corporate limits of the City to 
connect to an existing sanitary sewer which is part of the City’s sewerage system, 
when the property abuts, adjoins or is iramediately contiguous to the street, alley or 
easement in which such sewer is located and provided the property owner or 
occupant has complied with the requirements prescribed by Sec, 51.015 of this 
Chapter. 


Sec. 51.033. Prohibited Discharges and Limitations. 


Except as hereinbefore provided, no person shall discharge or cause or permit to be 
discharged into the public sewer any of the following described substances, wastes or 
waters: 


a) Any liquid or vapor having a temperature greater than 140° F. (60°c), or any 
wastewater which will cause the WPC Plant’s influent to exceed 104° F. 
(40°c). 

b) Any waters or wastes from industrial sources containing more than 100 


milligrams per liter of total oil and grease (TOG). Acceptable limits for 
animal-vegetable based fats, oils and grease shall be determined by the Board 
of Public Works and set out in the Sewer Utility Rules and Regulations. Said 
maximum limits shall be calculated and set at an amount shown not to cause 
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interference or obstruction in the collection system and/or sewerage works, 
and shall be re-evaluated and adjusted as necessary to protect the integrity of 
the sewer utility. 


d) Any noxious or malodorous gas or substance which either alone or by 
interaction with other wastes, is capable of creating a public nuisance or 
hazard to life or of preventing entry into the sewers for their maintenance or 
repair. 


e) Any garbage that has not been properly pretreated and reduced per Sec. 
51.001 (u). 


Sec. 51.035. Submission of Data on Industrial Waste. 


c) Any person who adds, changes, modifies or proposes to change 
manufacturing or pretreatment processes shall first notify the Water Pollution 
Control Plant, in writing, and submit a new or revised Baseline Monitoring 
Report for review by the Superintendent 


Sec. 51.040. Waste Analysis Procedures and Charges. 


Laboratory procedures used in the examination of industrial wastes shall be those set 
forth in Code or Federal Regulations 40 CFR 136 or approved EPA methods. 


d) CHARGES COLLECTED - All waste analysis charges collected under 
Section 51.040-a) and b) above shall be recorded as credits to the operating 
costs of the Water Pollution Control Plant and a quarterly accounting thereof 
shall be forwarded to the Superintendent. All such charges are to be used to 
defray the operation and maintenance expenses incurred by the Water 
Pollution Control Plant in performing said analyses. 


PRIVATE SEWAGE DISPOSAL 


This subchapter (51.050-51.059) applies to matters under the jurisdiction of the State 
and Allen County Board of Health. 
Sec. 51.050 Definitions. 


(A) The words and phrases used in this subchapter (51.050-51.055) are 
herein defined, and for the purpose of this subchapter only, shall be 
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construed as follows, except when otherwise expressly provided. 
(1) State Definitions 
All definitions set forth in 410 IAC 6-8.1, Bulletin SE-11 (1986) and Bulletin 


SE-13 (1988), as amended from time to time, from the Indiana State 
Department of Health are hereby incorporated by reference. 


(2) Board 


“Board” shall mean the Fort Wayne-Allen County Board of Public Health, 
Fort Wayne, Allen County, Indiana. 


(3) Building 


“Building” shall mean a structure having a roof supported by columns or 
walls built or used for the enclosure, shelter, protection or occupancy or 
persons, fixtures or personal property, and from which there emanates any 
sewage. 


(4) Commercial 


“Commercial” shall mean any building which is not a one or two family 
dwelling. 


(5) Department 


“Department” shall mean the Fort Wayne-Allen County Department of Public 
Health, Fort Wayne, Allen County, Indiana, and/or its employees. 


(6) Environmental Health Specialist 


“Environmental Health Specialist” means an individual as defined in I.C. 25- 
32-1-1(B). 


(7) Health Commissioner 

“Health Commissioner” shall mean the Director of Public Health for the Fort 
Wayne-Allen County Department of Public Health for Fort Wayne, Allen 
County, Indiana, (designated as “Health Officer” in the state rules and 
regulations) and/or his/her authorized representative. 


(8) Installer 


“Installer” shall mean any person who constructs, installs, replaces, alters, 
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modifies or repairs any residential or commercial sewage disposal system 
subject to the provisions of this ordinance, other than one which serves 
his/her/its building. In the event that the person is any association of two or 
more people, then said association shall designate one individual who shall be 
designated as the installer and responsible for compliance with all provisions 
hereunder. 


(9) Permit 


“Permit” shall mean a certificate of a size and style approved by the Health 
Commissioner. 


(10) Permittee 


“Permittee” shall mean the person who is the owner of the real estate, 
his/her/its authorized representative, who is responsible for the application of 
a construction permit and/or operating permit and who shall be responsible 
for the acceptance of notices at the address listed on the permit applications. 


(11) Public Sewer 


“Public Sewer” shall mean a sewer to the use of which all owners of abutting 
property have equal rights and is controlled and maintained by the City or 
other public authority. 


(12) Residential 

“Residential” shall mean a building used as a one or two-family dwelling. 
(13) Sewage 

“Sewage” shall mean the water-carried wastes from residences, business 
buildings, institutions and industrial establishments, singularly or in any 


combination, together with such ground, surface and storm waters as may be 
present. 


(14) Soils Scientist 


“Soils Scientist” means an individual who is a Specialist or Classifier, 
registered with the 


American Registry or Certified Professionals in Agronomy, Crops and Soils 
(ARCPACS). 
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Sec. 51.051 Sewage Disposal. 


(A) State Rules 


All rules and regulations of 410 IAC 6-8.1, 410 IAC 6-10, Bulletin SE-11 
(1986) and Bulletin SE-13 (1988), as amended from time to time, from the 
Indiana State Department of Health are hereby incorporated by reference. 


(B) Public Sewer Available 


Whenever a public sewer is or becomes available within 300 feet of a 
residential or commercial lot line, a direct connection shall be made to said 
public sewer, provided direct access is reasonably available via easement or 
other appropriate means. All existing septic tanks, sewage pits, outhouses, 
privy pits and similar sewage disposal systems or treatments facilities shall be 
abandoned and filled in a safe an sanitary manner. Permittee shall have 
ninety (90) days from the date that the public sewer becomes available to 
make a direct connection to the public sewer and to abandon and fill in the 
existing sewage disposal system. 


(C) Public Sewer Not Available 


All residential and commercial buildings which are not connected to a public 
sewer shall be connected to a private sewage disposal system which shall 
comply with the standards set forth herein. 


(D) Construction of Privy 


Sanitary vault privies constructed and maintained pursuant to Bulletin SE-11 
(1986) shall be approved by the Health Commissioner. 


(ŒE) Correction of Defects 


Should any defect exist or occur in any private sewage disposal system or 
privy which would cause the sewage disposal system or privy to fail to meet 
the requirements of this Chapter, then the defect shall be corrected by the 
owner/permittee pursuant to the time table established by the Health 
Commissioner. Failure to correct the defect within the time table established 
by the Health Commissioner shall be considered a violation of this Ordinance 
and shall subject the owner/permittee to the sanctions set forth in 51.059 
subject, however, to the hearing provisions of 51.058. 


(F) Adaptation of Residential Systems 


Whenever there is any alteration of the structure or change in the use or 
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occupancy of a residential building that would affect the functioning of the 
existing private sewage disposal system, including the addition of bathrooms, 
kitchens or other related water disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with the requirements of this 
chapter. 


(G) Adaptation of Commercial System 


Whenever there is any alteration of the structure or significant change in the 
use or occupancy of a commercial building which would affect the 
functioning of the existing private sewage disposal system, including the 
addition of bathrooms, kitchens or other related water disposal mechanisms, 
then the system shall be modified, enlarged or replaced in accordance with 
the requirements of this chapter. 


Sec. 51.052 Construction Requirements Of Private Sewage Disposal Systems. 


(A) Indiana State Department of Health Requirements 


All rules and regulations of 410 IAC 6-8.1, Bulletin SE-11 (1986) and 
Bulletin SE-13 (1988), as amended from time to time, from the Indiana State 
Department of Health are hereby incorporated by reference. 


(B) “Lot Dimensions” 


(1) Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated slight or 
moderate for septic tank absorption fields by the U.S. Department of 
Agricultural Soil Conservation Service, shall contain a minimum of 
one (1.0) acre or 43,560 square feet and suitable soils and topgraphy 
to permit compliance with this chapter. 


(2) Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated severe for 
septic tank absorption fields by the U.S. Department of Agriculture 
Soil Conservation Service shall contain a minimum of two (2.0) acres 
or 87,120 square feet and suitable topography to permit compliance 
with this chapter. 


(3) A permittee, whose real estate was a separate parcel for tax purposes 
as shown on the tax records of the Auditor of Allen County, Indiana, 
and recorded prior to the effective date of this ordinance as set forth in 
51.059 (I) shall not be prohibited from the construction, installation 
and eventual operation of a residential sewage disposal system solely 
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as the result of his/hers/its lot dimensions being less than those set 
forth above in (1) and (2), provided that he/she/it meets all other 
requirements of this ordinance. 


(C) “On-Site Evaluation” 
At least one boring from the submitted septic disposal system location shall 
be done with a soil auger. A second sample from the submitted septic 


disposal system location, and any additional confirmation samples, may be 
taken with a push probe. 


(D) Requirements for Septic Tanks 


(1) Residential septic tanks shall have the following number of gallons: 


a. Ifthe number of bedrooms in a dwelling 
are one, two, three or four 1,250 gallon tank 


b. Ifthe number of bedrooms in a dwelling 
are five 1,500 gallon tank 


c. If the number of bedrooms in a dwelling are 
more than five 1,500 gallon tank + 
150 gallons x the number 
of bedrooms over five 


(EŒ) Final Grade 


All distribution boxes shall be extended full size to ground level or final 
grade. 


(F) Access Openings 
All septic tanks shall have at least one (1) access opening of at least ten (10) 
inches in diameter, for each compartment in said tank for inspection and 


cleaning purposes. All such access opening shall be extended to ground level 
and shall be fitted with safely secured, gas tight covers. 


(G) Abandoned Septic Tanks 


Abandoned septic tanks shall be filled with earth, sand or gravel or shall be 
removed. 
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(H) 


Inspection Pipe 


Each private sewage disposal system shall have at least one suitable 
inspection pipe, which shall be accessible to the Health Commissioner at all 
reasonable times for the inspection or sampling of effluent. If an inspection 
pipe does not exist, is not in good repair or is not accessible, such fact shall 
constitute a defect in the system under 51.051 (E). 


(1) The inspection pipe shall be installed at the far end of one of the 
absorption lines, or just beyond the last equipment or device in any 
other treatment system. 


(2) The inspection pipe shall be not less than an eight (8) inch riser of 
Schedule 40, SDR 22 or SDR 26 PVC pipe or vitrified clay pipe 
extending above the surface of the ground, with a safely secured 
easily removable cap or cover and with its lower end connected and 
arranged to permit the collection, by dipping, of an effluent sample. 


Sec. 51.053 Construction Permit. 


(C) 


(A) Construction Permit Required 


An owner or permittee shall first obtain a construction permit from the Health 
Commissioner prior to the commencement of any excavation, construction, 
alteration, repair, modification or addition to any existing or new private 
sewage disposal system. 


(B) Permit to be Posted 


No person shall perform any work on a private sewage disposal system 
project unless a valid construction permit is first obtained and is properly 
posted in a conspicuous place at or near the building where the private 
sewage disposal system is to be constructed. The permit shall be plainly 
visible from the public thoroughfare serving the building until the project is 
completed. 


Application for Permit 


The application for such permit shall be submitted to the Health 
Commissioner on a form provided by the Health Commissioner and shall be 
supplemented by any plans, specification and other information deemed 
necessary by the Health Commissioner or as required by 410 IAC 6-8.1-48. 
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(D) Permit Fees 


Prior to the issuance of any permit, each owner/permittee shall first tender to 
the Treasurer of Allen County, Indiana, a fee or fees, which shall be deposited 
into the City-County Health Fund, for each system being constructed, 
modified, altered or repaired in accordance with the following schedule. 


(1) New construction - $75.00 

(2) Alteration, modification or repair of existing system - $50.00 

(3) Revision of existing permit prior to construction - $20.00 

(Œ) Term and Renewal 

A construction permit shall be valid for one (1) year from the date of 
issuance, and may be renewed for up to an additional six (6) months upon 
application. If the permit is renewed, the permittee shall comply with any 
changes in the rules, standards or requirements which may have come into 


effect subsequent to the original date of issuance. The construction permit is 
not transferable. 


Sec. 51.054 Installers Registration. 


(A) Registration Requirements 


Except for a person working on his/her/its own private sewage disposal 
system which serves the dwelling in which he/she/it resides, no person shall 
construct, install, replace, alter, modify or repair any private sewage disposal 
system unless that person has first registered with the Department as an 
installer. Persons required to be registered shall be given a grace period of up 
to six (6) months after the effective date of this Ordinance in which to register 
with the Department. Application for registration shall be on forms provided 
by the Department. 


(B) Conditions for Registration 


(1) Every person required to register under this section shall be 
knowledgeable of all laws, rules and regulations of both the state and 
county governing private sewage disposal systems. Prior to 
registration, the applicant must demonstrate knowledge of the 
applicable laws, rules and regulation by passing a proficiency exam 
conducted by the Department with a score of eight percent (80%) or 
higher. The registration exam shall be reviewed from time to time to 
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determine its applicability to current laws, rules and regulations. 
Where taking a written exam is not feasible, due to language or 
reading difficulties, arrangements will be made to allow for an oral 
examination to assure proficiency. Opportunity for reexamination 
shall be afforded to an applicant upon request but no more frequently 
than once per month. 


(C) Seminar 


At the request of the Health Commissioner, but not more than once per year, 
a person registered under this section shall attend a seminar on sewage 
disposal conducted by the Department of the Indiana State Department of 
Health. 


(D) Expiration 


Registrations under this section shall expire annually on December 31. Each 
installer shall be required to re-register annually on or before January 15 of 
each succeeding year. 


(E) Annual Fee 


For a period of six (6) months after the effective date of this Ordinance, 
registration under this section shall be without fee. After that date, an annual 
registration fee of $40.00 will be charged which shall be paid not later than 
January 31 of each year. 


(F) Notice of Violation 


Whenever the Health Commissioner determines that there has been a 
violation of any provision of this Ordinance or the applicable rules and 
regulations of the Indiana State Department of Health by an installer, the 
Health Commissioner shall give written notice, in person or by certified mail, 
of the alleged violation to the installer. Such notice shall include the 
following: 


(1) A statement of the alleged violation. 


(2) An order allowing a reasonable time for the performance of any act 
required to correct the violation. 


(G) Suspension or Revocation 


If the violation is not corrected within the designated time, the Health 
Commissioner may suspend or revoke the installer’s registration subject to 
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the provisions contained in 51.058 (B), (C) or (D). 


(1) If the registration is suspended, the installer may be reinstated by the 
Health Commissioner upon correction of all violations. 


(2) If the registration is revoked, the Health Commissioner shall require, 
ata minimum, that the installer: 1) be retested; 2) pay the registration 
fee; and, 3) correct all outstanding violation to the satisfaction of the 
Health Commissioner prior to being re-registered. 


(H) Not Registered 


Any person constructing, installing, replacing, altering or repairing any 
private sewage disposal system who is not registered as an installer under this 
section shall be deemed to be in violation of this Ordinance and shall be 
subject to all penalties set forth in §51.059. 


Sec. 51.055 Inspection. 


(A) Commencement of Construction 


Upon issuance of a construction permit under § 51 .053(A), the permittee may 
commence installation and construction of the private sewage disposal 
system. The Health Commissioner may inspect the work at any state of 
construction. 


(B) Inspection 


Upon substantial completion of the installation, the permittee shall notify the 
Heath Commissioner that the work is ready for inspection. No portion of the 
installation shall be covered until the inspection is made. 


(1) No portion of the installation shall be used and, when the system 
serves a new building, no person shall be permitted to use the building 
or buildings until the inspection has been completed and the system is 
found to be in compliance and an operation permit has been issued. 

(2) The inspection shall be made within two (2) working days of the 


receipt of notice by the Health Commissioner that the system is ready 
for inspection. 


(C) Issuance of Operation Permit 


If the system meets all requirements and is in compliance with the law, the 
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Health Commissioner shall issue an Operating Permit. 


(D) Operating Permit Required 


It shall be unlawful for any person to use or operate a private sewage disposal 
system unless said person possesses a valid operating permit issued by the 
Health Commissioner. 


(E) Valid Period 


The Operating Permit shall be valid until there is a change in the use 
associated with the system. The issuance date shall appear on the Permit. 
The operation permit is not transferable. 


(F) Application for Permit 


The application for an operation permit shall be made to the Health 
Commissioner on forms provided by the Health Commissioner. 


(G) Time of Issuance 

An operating permit shall be issued within five (5) days of the inspection of 
the system once the Health Commissioner has determined that the permittee 
has complied with all applicable provisions of this ordinance, the related state 
rules and regulations and tendered the appropriate permit fee. 


(H) Renewal 


Renewal of the Operating Permit is the duty of the permittee. 


Sec. 51.056 Maintenance And Sampling. 


(A) Sanitary Condition Mandatory 


Every private sewage disposal system shall be constructed and maintained so 
that the effluent leaving the Permittee’s system shall be sanitary. 


(B) Inspection and Sampling 


The Health Commissioner shall be permitted to enter upon any property at 
any reasonable time to inspect and take samples from a private sewage 
disposal system. If said test results should indicate a residential or 
commercial sewage disposal system failure, said failure shall constitute a 
violation of §51.051 (Œ). 
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Sec. 51.057 Economic Hardship. 


(A) 


Economic Hardship 


In the event an owner/permittee is unable to comply with the provisions of 
51.051(B) due to the economic hardship that might be imposed, then the 
Health Commissioner may, upon application and proof of inability to pay the 
cost of compliance, extend the period within which said owner/permittee 
shall be required to make the hook-up provided the owner/permittee has an 
existing private sewage disposal system which is operating properly. 


Sec. 51.058 Denial, Suspension, Revocation. 


(A) 
(1) 


(2) 


(3) 


Denial and Approval of Permit 


In the event the Health Commissioner determines that the application 
for the Construction Permit and/or Operating Permit does not meet the 
standards set forth in this chapter, then the Health Commissioner shall 
be required to notify the Permittee of such denial in writing, within 
thirty (3) days of the original application, stating the specific reasons 
for the denial of the permit. 


Failure of the Health Commissioner to issue a written denial of a 
permit an/or to issue specific written directions regarding corrective 
actions that need to be taken to obtain the permit within thirty (30) 
days from the date of application of the Construction Permit shall be 
construed as an approval of the Construction Permit. In the event the 
Health Commissioner issues written directives regarding corrective 
actions, then the permittee and/or his agent shall have a reasonable 
amount of time to address the items set forth in the directives in order 
to be able to obtain the Construction Permit. 


Failure of the Health Commissioner to issue a written denial of an 
Operating Permit and/or to issue specific written directions regarding 
corrective actions that need to be taken to obtain the permit within ten 
(10) days from the date of application of the Operating Permit shall be 
construed as an approval of the Operating Permit. In the event the 
Health Commissioner issues written directives regarding corrective 
actions, then the Permittee and/or his agent shall have a reasonable 
amount of time to address the items set forth in the directives in order 
to be able to obtain the Operating Permit. 
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(B) Suspension of Permit/Registration 


The Health Commissioner may order the suspension of a Construction Permit 
or Operation Permit or installer registration. The Health Commissioner may 
order the suspension of a permit or registration for any of the following 
reasons: 


(1) Failure to meet any of the standards of any of the provisions of this 
Ordinance or violations of any of provisions of this Ordinance. 


(2) Interference with the Health Commissioner in the performance of 
his/her duties. Interference shall be defined as the process of 
obstructing, hampering or blocking the Health Commissioner in the 
performance of his/her duties. 


(3) At the request of the permittee or installer, a hearing shall be afforded 
him/her/it within twenty-four (24) hours of the issuance of the written 
suspension order. Said hearing shall be conducted as set forth in 
51.058(E). 


(C) Revocation or Permit/Registration 


Any permit and/or registration issued hereunder may be revoked by the 
Health Commissioner as the result of the willful or continued violation of any 
provision of this Ordinance. No such revocation shall be ordered by the 
Health Commissioner except after a hearing held pursuant to 51.058(E) upon 
at least ten (10) days written notice to the owner/permittee/installer of the 
time, place and nature of said hearing. Said notice of hearing shall be served 
upon the owner/permittee/installer by leaving, or mailing (certified mail) the 
notice to the address listed by the owner/permittee/installer at his/her/its 
address on the permit, application or installer registration application. 


(D) Immediate Revocation 


Notwithstanding any of the other provisions of this Ordinance, whenever the 
Health Commissioner finds insanitary or other conditions, which, in his/her 
opinion constitute an imminent health hazard, he/she may, without notice or 
hearing, issue and serve a written order on the owner/permittee/installer 
requiring the immediate cessation of operation/installation. Said written 
order shall site the existence of the imminent health hazard and shall specify 
the corrective action to be taken. Such order shall be effective immediately. 
Upon petition to the Health Commissioner, the permittee/installer shall be 
afforded a hearing within twenty-four (24) hours of the issuance of the 
written order. Said hearing shall be conducted as set forth in 51.058(E). 
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(E) 


Hearing 


At any hearing required under this Ordinance, every owner/permittee/installer 
who is a party to such proceeding shall have the right to submit evidence, to 
cross examine witnesses and to be represented by counsel. All such hearings 
shall be conducted in an informal manner, but irrelevant, immaterial or 
unduly repetitious material shall be excluded. Upon the conclusion of the 
hearing, the Health Commissioner shall issue a final order determining the 
issue(s) which shall be conclusive on all parties subject to the right of appeal. 


(F) 
(1) 


(2) 


(3) 


(4) 


(5) 


(6) 


Appeal 


Any owner/permittee/installer aggrieved by an final order of the 
Health Commissioner shall be entitled to a review of the final order 
before the Board by filing a written request with the Secretary for the 
Board within fifteen (15) days of the Health Commissioner’s final 
order. 


Upon the Secretary’s receipt of such request, the Board shall hear the 
matter de novo in open hearing upon at least ten (10) days written 
notice of the time, place and nature thereof. The notice shall be issued 
by the Secretary for the Board to owner/permittee/installer filing the 
request. 


The notice shall be served upon the owner/permittee/installer by 
leaving or mailing (certified mail) the notice to the address listed on 
the application as his/her/its address or such other address he/she/it 
shall designate in writing. 


At such hearing, the same rules of procedure shall apply as in the case 
of the hearing before the Health Commissioner. Upon written 
demand by the owner/permittee/installer, the Board shall cause the 
proceedings before it to be recorded by a stenographer or reporter 
employed for such purpose, and the same, together with all papers and 
documents filed therein, shall be reproduced by said Commissioners 
of Allen County, Indiana in the form of a transcript, a copy of which 
shall be available to any party. 


The expense of such proceedings shall be charged to the 
owner/permittee/installer who applied for the review, except that 
copies of the transcript shall be at the expense of the party obtaining 
same. The Commissioners of Allen County, Indiana may require the 
deposit of an amount determined to secure such expense. 


The Board shall make written findings of facts and shall enter its final 
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order or determination of the matter in writing in the permanent 
records of the Board. 


Sec. 51.059 Penalties. 


(A) Enforcement 


It shall be the duty of the Department and/or the Health Commissioner to 
enforce the provisions of this Ordinance. Any permit or registration issued in 
conflict with the provisions of this Ordinance shall be null and void. A 
violation of an order issued by the Health Commissioner or Board shall be 
considered to be a violation of this Ordinance. 


(B) Violations 


Whenever the Health Commissioner determines that any owner, permittee, 
installer or any other person, is in willful violation of any of the provisions of 
this Ordinance, the Health Commissioner shall furnish evidence of said 
willful violation to the Prosecuting Attorney of Allen County, Indiana or the 
attorney for the Board who shall seek all appropriate legal remedies against 
the person(s). 


(C) Penalty 


Any person who willfully violates any of the provisions of this Ordinance 
shall be subject to a fine of not more than $500.00 for each violation. Each 
day of the existence of any violation of this Ordinance shall be considered to 
be a separate offense. 


(D) Injunction 


The Health Commissioner may bring an action for an injunction in the Circuit 
or Superior Court of Allen County, Indiana, to restrain any person from 
violating the provisions of this Ordinance, or to cause such violation to be 
prevented, abated or removed. 


(ŒE) Expense 
Any person violating any of the provisions of this Ordinance shall be liable to 


the Department for the expense, loss or damage occasioned by reason of such 
violation, including reasonable attorney’s fees and court costs. 
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(F) Cumulative 


The remedies provided in this section shall be cumulative, and not exclusive, 
and shall be in addition to any other remedy provided by law. 


Sec. 51.066. Water Obtained from Sources Other Than City's Water Utility. 


Where the property obtains any part or all of the water used from sources other than 
the City's Water Utility, the owner or the tenant shall be required by the City to 
install and maintain at the user’s own expense a meter or meters acceptable to the 
City for the quantity of water obtained from these other sources. Once installed, no 
such meter may be bypassed for any reason. 


Sec. 51.067. Exempt Water - General. 


Where a significant portion of the metered water does not and cannot enter the 
sewerage system, either directly or indirectly, the person having charge of the 
property may request permission from the City to install at the user’s expense either 
an approved meter or meters to determine the quantity of water that cannot enter the 
sewerage system or an approved sewage-measuring device or devices to determine 
the volume of sewage that actually enters the sewerage system. In any case, the 
service charge shall be based on the quantity of water that can or actually does enter 
the public sewers but in no case shall it be less than the minimum charge for the class 
of user served. Plans and specifications for all such meters shall be submitted to the 
Superintendent of the Water Pollution Control Plant and approved prior to 
installation. 


Sec. 51.068.5. Deposit to ensure payment of sewer fees - Refunds - Forfeitures - 
Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utilities may require the owner, 
lessee, or user of property served by the Utility to pay a deposit to ensure 
payment of sewer fees. 


(b) The deposit required shall equal the estimated average payment due from the 
property served by the Utility for a three (3) month period. Deposits shall be 
retained in a separate fund. 


(c) The deposit, less any outstanding penalties and service fees, shall be refunded 


to the depositor after a notarized statement from the depositor that as of a 
certain date the property being served: 
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1. Has been conveyed or transferred to another person; or 


2: No longer uses or is connected with any part of the municipal sewage 
system. 


A statement under subdivision (1) must include the name and address of the person 
to whom the property is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees within sixty (60) days after the 
termination of his use or ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount shall be applied to the 
depositor’s outstanding fees. Any excess that remains due after application 
of the forfeiture may be collected in the manner set out in Sec. 51.099 and 
Sec. 51.100 herein. A deposit may be used to satisfy all or part of any 
judgment awarded the municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the 


depositor for more than seven (7) years after the termination of the services 
for which the deposit was made becomes the property of City Utilities. 


Sec. 51.069. Residential User Charges. 

A. In City Service Charge 
1. In City 
Charges for services rendered to residents within the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 


otherwise measured, in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 60.58 
Conveyance, Collection, Billing 51.11 
Capital 28.98 
Total User Charge 140.67 


2y In City Billing Charge 


Residential users inside the City shall be billed a monthly billing fee of $1.61. 
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B. Outside City Service Charge 


1. Outside City 


Charges for services rendered to residents outside the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured. in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 75.73 
Conveyance, Collection, Billing 63.89 
Capital 36.23 
Total User Charge 175.85 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne 
shall be billed a monthly billing fee of $1.61. 


Hereinafter “inside City” or “outside City” shall be read to distinguish users located 
within or outside the corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 


In the event that any user in this classification is not a metered water customer, there 
shall be imposed flat charge rates as follows: 


Monthly Flat 
Classification of Customer Charge (1) 
In City Outside- 
City 
Residential User-Single Family Dwelling $15.68 $19.20 
Residential User-Multi Family Dwelling To be estimated by City 


1) Monthly flat charges for multi-family dwellings shall be based on the number 
of family units accommodated by the system multiplied by the single family 
dwelling monthly charges. A 25% surcharge shall apply to the rates charged 
to users outside the City. 


2) The Utility shall retain documentation supporting its estimates and the 
billings based thereon. Such determination of billings may be reviewed and 
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adjusted by the Utility at any time. However, no adjustment, additional 
charge or refund may be made more than six (6) years after the due date of 


the billing sought to be adjusted. 


Sec. 51.070. Industrial User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 


of service: 
Cents per 100 cu. ft. Inside City 
Treatment 60.58 
Conveyance, Collection, Billing 51.11 
Capital 28.98 
Total User Charge 140.67 


B. Other Industrial User Charges 


Inside City 


1) Monthly billing charge - per bill . $ 1.61 


Outside 
City 
75.73 


63.89 
36.23 


175.85 


Outside 
City 


$ 1.61 


2) Excess Strength of Wastes Surcharge - in the event an industrial user 
contributes waste having strength of sewage in excess of domestic waste 
characteristics as herein defined, a surcharge based on the following unit 
process charges will be in effect for all waste found to be in excess of 


limitations: 

Cents Per Pound 
Suspended Solids - (SS) 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


(07 User Flat Charges 


In the even any user in this classification is not a metered water customer, there shall 
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be imposed a flat charge estimated by the City. A 25 % surcharge shall apply to the 
rate charged to such users located out the City. 


Sec. 51.071. Commercial User Charges 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 60.58 75.73 
Conveyance, Collection, Billing 51.11 63.89 
Capital 28.98 36.23 
Total User Charge 140.67 175.85 


B. User Flat Charges 
In the event any user in this classification is not a metered water customer, there shall 


be imposed a flat charge rate estimated by the City. A 25% surcharge shall apply to 
the rate charged to users located outside the City. 


C. Other Commercial Charges 


1. Monthly Billing Charge - per bill Inside City Outside 
City 
1.61 1.61 


2 Excess Strength 


a. In the event any user under this classification contributes waste 
having a strength of sewage in excess of domestic waste 
characteristics as herein defined, such user will be charged for 
surveillance and surcharges as set forth elsewhere herein for Industrial 
Users, except as set out in the following paragraph. 


b. Restaurants - Commercial users primarily engaged in the business of 
preparing and selling cooked food items and beverages shall pay an 
extra-strength surcharge of 36.76 cents per one hundred cubic feet in 
lieu of those scheduled surcharges otherwise set forth herein. For the 
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purposes of this Chapter, a user qualified to hold a supplemental 
retailer's permit under Indiana Code 7.1-3-16.5-2(a) or (b) shall be 
presumed to fall within this category. 


Sec. 51.072. Institutional User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 60.58 75.73 
Conveyance, Collection, Billing 51.11 63.89 
Capital 28.98 36.23 
Total User Charge 140.67 175.85 


B. User Flat Charges the event any user in this classification is not a metered 
water customer, there shall be imposed a flat charge estimated by the City. A 25% 
surcharge shall apply to the rate charged to users located outside the City. 


C. Other Institutional Charges 
Inside City Outside 
City 
1. Monthly Billing Charge - per bill 1.61 1.61 
2. Excess Strength 
In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as herein 


defined, such user will be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 


Sec. 51.073. Governmental User Charges. 
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A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 60.58 75.73 
Conveyance, Collection, Billing 51.11 63.89 
Capital 28.98 36.23 
Total User Charge 140.67 175.85 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge estimated by the City. A 25% surcharge shall apply to the 
rate charged to users located outside the City. 


C. Other Governmental User Charges 
Inside City Outside 


City 
l. Monthly Billing Charge - per bill 1.61 1.61 
2 Excess Strength 


In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as hereinbefore 
defined, such user wil! be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 


Sec. 51.074. Contract Customers - Unit and Other Charges. 
In the event the City consummates a contract to serve as a regional treatment plant 


for any other municipality or private sewage utility, either contiguous to the City or 
in its environs, said contract shall provide for the following unit charges: 


a) Volume Charge (cents per 100 cu. ft.). 


Treatment 60.58 


27 


o orn a A WO N e 


BS obo BS 2S NS Oo a ee maem mMmM H 
© o a CG Oo Bo to he ee OG Oo =a Gs th ck O woe O 


3 
> 


b) 


c) 


d) 


g) 


Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection costs attributable to each 
contract customer’s portion of the conveyance system and operating costs 
associated therewith shall be computed by the City and added to the treatment 
cost to arrive at the contractee’s total metered rate. 


Flat Charge. 


In addition to the foregoing charge based on volume of sewage treated and 
conveyed, each contract customer will pay a monthly billing charge of $1.61 
and an appropriate monthly surveillance charge, as set out in Sec. 51.078 
herein, based on the type of testing necessary according to the contractee’s 
customer base. 


Excess Strength of Waste Surcharge. 


In the event a contract customer user contributes waste having a toxic 
strength in excess of domestic waste characteristics, as hereinbefore defined, 
a surcharge based on the following unit process charges will be in effect for 
all waste found to be in excess of limitations: 

Cents Per Pound 


Suspended Solids - (SS) 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


Capital Charge. 


Where a contract calls for the payment of a capital charge, such shall be 
billed to the contract customer (Allen County Institutional Power Plant). 


Capital Surcharge. 


In the event a contract customer delivers sewage for treatment to the City for 
a period of 90 consecutive days which is in excess of base MGD contracted 
for, then customer will be subject to a capital charge, computed at the rate per 
100 cu. ft. in effect for outside the City customers set out elsewhere herein, 
times the excess percentage of MGD represented by dividing actual MGD by 
contracted MGD. 


Other Provisions. 


In the event sewage received pursuant to any contract entered into under this 
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section exceeds any of the limitations imposed by this Chapter, the City shall 
have the right to impose all charges, limitations and penalties applicable to 
any non-contract user by the City. Each contract entered into by the City 
pursuant to the foregoing rate classification shall provide that the contract 
customer shall agree to enact and maintain a Sewer Use Ordinance and User 
Charge System acceptable to the City and in conformance with the City’s 
obligations under Sec. 204 (b)(1), of Public Law 92-500 as amended and 
supplemented, and guidelines and regulations promulgated thereunder by the 
U.S. Environmental Protection Agency and 40 CFR 35-905-8, 35-928-1 and 
35-928-2 and 35-935-13. 


Sec. 51.075. Bulk Waste Charges. 


Industrial - for all industrial waste suitable for disposal which has been delivered by 
an approved Water Hauler to City's plant - $85.57 per load. For purposes of 
computing charges hereunder, a load is defined as 1,000 gallons of tank capacity or 
any fraction thereof. 


Domestic - for all domestic waste delivered to City’s plant by customer's truck or 
tank - $51.30 per load. For purposes of computing charges hereunder, a load is 
defined as 1,000 gallons of tank capacity or any fraction thereof. 


All bulk waste loads delivered to the Water Pollution Control Plant shall be 
accompanied by a “Waste Hauler Manifest”, the form for which will be provided by 
the City. 


All bulk waste haulers shall also be assessed a billing charge of $1.61 per bill. 


Sec. 51.076. Liability for Surcharge. 


Each user discharging wastes into the collection system shall be subject to a strength- 
of-wastes surcharge, in addition to other sewage service charges imposed by this 
ordinance, 


based on the following minimum strength characteristics to the extent that such 
wastes are in concentrations greater than: 


a) Biochemical oxygen demand of 300 milligrams per liter. 
b) Chemical oxygen demand of 600 milligrams per liter. 
c) Suspended solids content of 300 milligrams per liter. 
d) Phosphorus content of 10 milligrams per liter. 
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e) Ammonia content of 25 milligrams per liter. 


Sec. 51.077. Computation of Surcharge. 


The surcharge shall be determined as follows: 


The excess pounds of BOD or COD (whichever results in the higher charge) 
suspended solids, phosphorus and ammonia will each be computed by first 
multiplying the user's billing sewage volume measured in units of 100 cubic feet for 
the current billing period by the factor 0.0062321 and then multiplying this product 
by the difference between (a) the concentrations measured in milligrams per liter, of 
the BOD (or COD), suspended solids, phosphorus and ammonia respectively in the 
user’s sewage and (b) the allowed concentrations set out in Section 51.076. The 
surcharge for each constituent will then be determined by multiplying the excess 
pounds of each constituent by the appropriate rate of surcharge, In the event COD 
measurement is used, as hereinbefore provided, 50% of the excess pounds measured 
will be used to compute the equivalent BOD charge. 


Sec. 51.078. Continuing Surveillance Sampling/Waste Evaluation Charges. 


All users discharging wastes into the system requiring continuing surveillance 
sampling and waste evaluation shall be subject to the following fixed charges to 
cover the costs of such services per discharge point. 


Monthly Evaluation Charges 
Type 1 Evaluation $104.33 


Type 2 Evaluation (includes metals) 153.58 


Evaluation Charges - Per Occurrence 


Type 1 Evaluation $313.00 
Type 2 Evaluation (includes metals) 460.75 
Grab Compliance (FOG) 76.00 
Composite Compliance 190.00 * 


e Plus applicable laboratory testing charges. 


Sec. 51.099. Delinquent Fees and Penalties as Liens; Duplicates - Collection. 


Delinquent charges for sewerage services and/or stormwater services, and applied 
penalties, recording fees and service charges may be made a lien upon the property 
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when the delinquent party is the property owner and may be collected in accordance 
with the provisions of Indiana Code 36-9-23-31, 36-9-23-32 and 36-9-23-33. 


Sec. 51.100. Collection Through Court Actions. 


In addition to the foregoing remedies, the City may recover the amount of the 
charges for sewerage services, penalties of 10% of the delinquent fees and reasonable 
attorney’s fees in a civil action, and may foreclose liens established by this Chapter 
in accordance with Indiana Code 36-9-23-34. 


Sec. 51.111. Enforcement. 


Those provisions of this Chapter not specifically dealt with elsewhere shall be 
enforced by the Director of City Utilities and such deputies as Director, with the 
approval of the Board of Public Works, may be appointed for such purposes. 
Whenever said Director or any such deputy shall deem it appropriate to charge any 
person with a violation(s) of this Chapter, he shall issue to such person a Notice of 
Violation and/or Summons, which shall be processed according to the provisions of 
Indiana Code (34-4-32-1) and the Sewer Utility Rules and Regulations, or pursuant 
to an ordinance adopted in accordance with I.C. §36-1-6-9. 


Sec. 51.999. Penalty for Violations. 


Any person who violates or fails to comply with any provision of this Chapter or of 
the Rules and Regulations of the Board of Public Works or Administrative Orders 
pertaining thereto, shall be subject to a fine of up to $2,500.00 per day as set out at 
Section 10.99 of the City of Fort Wayne Code of Ordinances or as otherwise 
provided by Indiana Law. Each day that such violation(s) or noncompliance 
continues shall constitute a separate offense. 

SECTION 2. The invalidity of any section, sentence, clause, paragraph, part 
or provision of this Ordinance shall not affect the validity of any other section, 
sentence, clause, paragraph, part or provision of this Ordinance which can be given 
meaning without such invalid part or parts. 


All Ordinances or parts of Ordinances and sections of the Municipal Code of 


the City of Fort Wayne in conflict herewith are hereby repealed. 
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SECTION 3. That this Ordinance shall be in full force and effect from and 
after its passage, and any and all necessary approval by the Mayor and due legal 
publication thereof. 


A 


C CIL MEMBER # 


APPROVED AS TO FORM AND LEGALITY 


Tit M “Conary 
TIMOTH AULAY, CIT ATTORNEY 
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and duly-adopted, read the second time by title and referred to the /Gommittee on 
eA , (and the City Plan Commission for recommendation) 
and Public Hearing to Te held after due legal notice, at the Common Council Conference 


Room 128, City-Coun iy Building, Fort Wayne, Ingianan on 
the day of 
o'clock MEST: 


per Coa g i a = 
SANBRA E. N, K ) 
Hada LEED 


Read the third time in full and on motion by x Cea a J 
and ‘duly adopted, placed on its passage. PASSED ASST 


by the following vote: 
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TOTAL VOTES q / 

BENDER ae 

CRAWFORD ioe 

EDMONDS ae 

HALL em 

HAYHURST eA 

HENRY ae 

LUNSEY (ee 

RAVINE 

SCHMIDT ee 

SANDRA E. KENNEDY, CITY CLERK 
Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (ANNEXAFEGN)———_ APPROPRIATION)” (GENERAL) (SPECIAL) 
(ZONENG) ORDINANCE RESOLUTTON-NO. Bae OE 7 
on the / aA day of eee) 2 7 


f / ald. SEAL 
7 A Lehr 
pie SS, tied ` E L. 
5 5 PRESIDING OFFICER 


e Mayor of the City of Fort Wayne, Indiana, on the 


ay 


Presented by me to 


Nn day of 


Cees 


SANDRA E. KENNEDY, hy a2 


a Approved and signed by me this day 
wa 


19 q ) scat hour of a y S 


_ AON AAR 
PAUL HELMKE, MAYOR $ 


| The City of Fort Wayne 


City Utilities 
MEMORANDUM 
a2 

TO: Fort Wayne City Council Members 

\ \A 
FROM: Linda Peterson Powell, Counsel to City Utilities \ $ 
DATE: April 18, 1997 
RE: ` ORDINANCE AMENDING CHAPTER 51 


The proposed amendments to Chapter 51 of the Code of Ordinances can be categorized 
into four general areas: 


1. Subchapter 51.050 - 51.059 proposed by the Allen County Board of Health 
addresses private sewage disposal. 


2. Subsection 51.068.5 establishes customer deposits to ensure the payment 
of sewer fees pursuant to Indiana law. Previously, deposits were based 
only on estimated water usage. 


3. Actions, other than increasing revenue to fund capital improvements, 
recommended by the Sewer Task Force. Section 51.015 (g) was amended 
to facilitate City Utilities’ enforcement power to order the removal of 
downspout tie-ins to the sanitary system and in problem areas served by 
combined sewers. 


4. Rate adjustments set out in Subsection 51.069 to 51.078. 


Changes in the rate structure are intended not only to increase the Sewer Utility’s 
operating revenues by approximately 43.61%, but also to more accurately distribute the 
cost to the Utility of serving its various customer classes. 


e Monthly and minimum charges would be replaced with a flat monthly 
billing charge of $1.65 plus volumetric charges based on a customer’s 
actual water usage. 


One Main Street Fort Wayne, Indiana 46802-1804 
An Equal Opportunity Employer 


Fort Wayne City Council Members 
April 18, 1997 
Page -2- 


° Customers located outside the City limits would be billed a 25% surcharge 
on the conveyance/collection and capital components of their per unit rate 
based on the higher cost of serving these customers. There are four factors 
which increase the costs to City Utilities of serving customers outside the 
City limits: 


le The density of customers outside the City limits is less than that of 
customers inside the City limits. The lower customer density 
increases various costs such as the cost of main per customer and 
the cost of meter reading. 


2 The customers outside the City limits are located farther away from 
the Utility’s maintenance facilities which increases the cost of 
travel for maintenance, service calls and other miscellaneous 
repairs. 


3. The customers outside the City limits are located farther away from 
the Utility’s treatment plant which results in a greater allocation of 
the cost of interceptor mains and lift stations. 


4. The cost of purchased power to operate the lift stations is greater 
outside the City limits than it is inside the City limits. 


The proposed surcharge of approximately 25% corresponds to a similar surcharge applied 
to water rates paid by customers outside the City limits. 


° Lastly, the calculation of contract user rates was reevaluated. Currently, 
the volume charge assessed to contract customers is based on both 
treatment and capital charge components. Additionally, each contract 
customer pays a variable charge for conveyance, collection and operating 
costs attributable to the usage of that contract customer. The proposed rate 
base for contract customers includes the cost of treatment at the inside City 
rate plus a conveyance and collection charge based on the contract 
customer’s percentage of capacity miles as it relates to the total interceptor 
system. Thus, contract customers would be charged for the amount of 
capacity reserved for usage by each. 


Fort Wayne City Council Members 
April 18, 1997 
Page -3- 


The overall financial effect of the proposed rate changes is set out generally in the 
attached digest sheet. 


The “Whereas” paragraphs preceding the body of the Ordinance also provide background 
information concerning the proposed amendments to Chapter 51 of the Code. For 
purposes of comparison, a draft of the attached Ordinance is also being prepared showing 
the amendments, deletions and additions proposed. 


If you have specific questions, please feel free to contact me at 427-1344. 


mlg 
Attachment 


DIGEST SHEET 


TITLE OF ORDINANCE GENERAL ORDINANCE 


DEPARTMENT REQUESTNG ORDINANCE Division of City Utilities 


SYNOPSIS OF ORDINANCE Additional annual revenue of approximately $6.75 million 
from the proposed overall rate increase of 43.61% will be used to fund increases in annual 
Capital Improvements, in annual debt service requirements for a proposed bond issue of 
approximately $27.4 million, and in operating expenses. The proposed bond issue of 
approximately $27.4 million will be used to fund approximately $23.5 million of capital projects 
(Northeast Interceptor, St. Mary’s Relief, CSS Capacity - Basin #1 Lillian Avenue, CSS Capacity 
Corrections, and Aeration Tank Air Diffuser Replacement), to fund a debt service reserve in the 


amount of $2.8 million, and pay for other issuance costs. 


EFFECT OF PASSAGE Increased revenue and bond proceeds will provide for funding 


capital projects. 


EFFECT OF NON-PASSAGE Insufficent funds to do capital projects. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) Approximately 


$6.75 million of additional annual revenue. Approximately $23.5 million of bond proceeds. 


ASSIGNED TO COMMITTEE (PRESIDENT) 
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BILL NO. G-97-04-/ Ô 
GENERAL ORDINANCE NO. 

AN ORDINANCE AMENDING CHAPTER 51 OF 

THE CITY OF FORT WAYNE CODE OF LAWS. 

WHEREAS, the City of Fort Wayne has several areas within its 
borders which are not currently served by a public sewer and wishes to provide for 
both the orderly residential development and the proper disposal of sewage from 
residential properties; and 

WHEREAS, the City of Fort Wayne wishes to provide for a basic 
threshold level of knowledge and registration for all installers of septic systems to 
insure the proper construction, installation and inspection of septic systems on real 
estate adequately suited for this type of disposal of sewage, based on current 
technology and state regulations; and 

WHEREAS, City Utilities has not, in the past, requested deposits 
based on sewage consumption despite Indiana Code 36-9-23-28 specifically 
providing for such deposits in order to protect the financial stability of the sewer 
utility. 

WHEREAS, pursuant to Indiana Code 36-9-23-25, the Common 
Council of the City of Fort Wayne has enacted a User Charge System and a Sewer 
Use Ordinance as contained in Chapter 51 of the Fort Wayne Code of Ordinances; 


and, 
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WHEREAS, State law (I.C. 8-1.5-38) states that rates and charges of 
municipally-owned utilities are unlawful if too low to produce income sufficient to 
maintain the utility property in a sound physical and financial condition to render 
adequate and efficient service; and, 

WHEREAS, a Sewer Task Force was created by the Mayor of the 
City of Fort Wayne for the purpose of recommending a plan of improvement to the 
City’s municipal sewage works; and, 

WHEREAS, the Sewer Task Force has on October 21, 1996, 
presented a nine point plan of improvement including increased maintenance and 
evaluation of the City’s sewer system and a capital improvements plan requiring the 
investment of $9 million per year to address combined sewer capacity issues; and, 

WHEREAS, the Mayor of the City of Fort Wayne has accepted and 
endorsed the recommendations of the Sewer Task Force; and, 

WHEREAS, the City of Fort Wayne engaged the services of 
Municipal Consultants to review the current financial position of the Water Pollution 
Control Utility in light of the above legal requirements and Task Force 
recommendations; and, 

WHEREAS, Municipal Consultants prepared and submitted to the 
City of Fort Wayne the results of the above-mentioned review and has made 
recommendations therein regarding adjustments to the current Water Pollution 
Control Utility rates and charges, said report being dated March 21, 1997; and, 

WHEREAS, upon review of said report and recommendations, the 


Board of Public Works of the City of Fort Wayne, in accordance with I.C. 36-9-23- 
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25, as amended, and Section 51.079 of the Fort Wayne Code of Ordinances, found 

on April 9, 1997 that existing rates and charges for the use of and services rendered 
by the Water Pollution Control Utility do not provide sufficient revenue to: 

(a) Pay all expenses incidental to the operation of the works, 

including legal expenses, maintenance costs, operating 

charges, repairs, lease rentals, and interest charges on bonds or 


other obligations; and, 


(b) Provide the sinking fund required by section 21, [I.C. 36-9-23- 
21] of this chapter for proposed debt; and, 


(c) Provide adequate money for improving and replacing the 
works; specifically those projects recommended by the Sewer 
Task Force and endorsed by the Mayor; and, 

WHEREAS, on said date the Board of Public Works found it in the 
best interest of the Fort Wayne Water Pollution Utility, in order to provide income 
sufficient to maintain the utility property in a sound physical and financial condition 
and to render adequate and efficient service to its users while implementing the 
recommendations of the Sewer Task Force, that the sewage rates charged to all user 
classes be amended according to the recommendations of Municipal Consultants, 
Inc. dated March 21, 1997, and further recommended the Common Council of the 
City of Fort Wayne otherwise amend Chapter 51 of the City of Fort Wayne Code of 
Ordinances in order to more equitably charge all Sewer Utility users. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 
COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the following sections or subsections of Chapter 


51 of the City of Fort Wayne Code of Laws be amended, added or deleted as follows: 


Sec. 51.001 Definitions. 
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j) 


m) 


aa) 


ff) 


yy) 


ccc) 


"BIOCHEMICAL OXYGEN DEMAND (BOD)" - the quantity of 
dissolved oxygen, in milligrams per liter, required during the stabilization of 
the decomposable organic matter by aerobic biochemical action of sewage, 
sewage effluent, polluted waters or industrial wastes under standard 
laboratory procedures for five days at 20° centigrade. The laboratory 
determinations shall be made in accordance with procedures set forth in 40 
CFR 136. 


"CHEMICAL OXYGEN DEMAND (COD)" - a measure of oxygen 
equivalent to that portion of the organic matter in a sample of sewage, sewage 
effluent, polluted waters or industrial wastes that is susceptible to oxidation 
by a strong chemical oxidant. The laboratory determinations shall be made in 
accordance with procedures set forth in 

40 CFR 136. 


"COMPLIANCE SAMPLE" - a sample taken of a User's effluent 
approximately thirty (30) days after a violation of this Chapter, the User's 
permit or the Federal Pretreatment Standards and Regulations has been 
discovered or reported. The User shall be billed for any Compliance Sample 
taken. 


"COMPOSITE SAMPLE" - the sample resulting from the combination of 
discrete wastewater samples taken at selected intervals while the discharge 
rate is at or above normal based on an increment of either flow or time. Time 
intervals between discrete samples not to exceed 2 hours. The total duration 
of collection shall not exceed 24 hours. 


"OPERATION AND MAINTENANCE COSTS" - all costs direct and 
indirect, other than debt services including replacement costs as defined in 
Section 51.001 (ii), necessary to insure adequate wastewater treatment on a 
continuing basis conforming with federal, state or local requirements and to 
insure long-term facilities management. 


"RANDOM SAMPLE" - A sample taken at no charge to the User, at the 
City's discretion of effluent produced by any User. 


“SUSPENDED SOLIDS?” - solids which either float on the surface of or are 
in suspension in water, sewage or other liquid and which are removable buy 
laboratory filtration. Their concentration is expressed in milligrams per liter. 
Quantitative determinations are made in accordance with procedures set forth 
40 CFR 136. 


"WASTE SURVEILLANCE CHARGE" - a monthly charge collected 
from users, qualifying as industrial or commercial class users, to defray the 
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cost of evaluating that user’s waste by metering, sampling, laboratory 
analysis and/or other methods deemed necessary. Said charges are set forth 
in Article VII and are subject to review annually as provided in Section 
51.079. 


Sec. 51.015. Requirements for Connection to Public Sewers. 


g) City Utilities shall have the authority to require an owner of real property to 
disconnect any downspouts, yard drains or other drains which carry the 
runoff of natural precipitation from a building sewer which drains into a 
sanitary sewer, or in areas served by combined sewers where City Utilities 
determines the additional load placed on the system has been found to be 
detrimental to properties in that area. Property owners shall have thirty (30) 
days after notice thereof to comply with any such requirement. 


Sec. 51.017 Connections to Sewerage System by Certain Properties Outside 
Corporate Limits. 


Notwithstanding the provisions of Sec. 51.016, the Board of Public Works shall have 
the authority to permit a property located outside the corporate limits of the City to 
connect to an existing sanitary sewer which is part of the City’s sewerage system, 
when the property abuts, adjoins or is immediately contiguous to the street, alley or 
easement in which such sewer is located and provided the property owner or 
occupant has complied with the requirements prescribed by Sec, 51.015 of this 
Chapter. 


Sec. 51.033. Prohibited Discharges and Limitations. 


Except as hereinbefore provided, no person shall discharge or cause or permit to be 
discharged into the public sewer any of the following described substances, wastes or 
waters: 


a) Any liquid or vapor having a temperature greater than 140° F. (60°c), or any 
wastewater which will cause the WPC Plant’s influent to exceed 104° F. 
(40°c). 

b) Any waters or wastes from industrial sources containing more than 100 


milligrams per liter of total oil and grease (TOG). Acceptable limits for 
animal-vegetable based fats, oils and grease shall be determined by the Board 
of Public Works and set out in the Sewer Utility Rules and Regulations. Said 
maximum limits shall be calculated and set at an amount shown not to cause 
interference or obstruction in the collection system and/or sewerage works, 
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and shall be re-evaluated and adjusted as necessary to protect the integrity of 
the sewer utility. 


d) Any noxious or malodorous gas or substance which either alone or by 
interaction with other wastes, is capable of creating a public nuisance or 
hazard to life or of preventing entry into the sewers for their maintenance or 
repair. 


e) Any garbage that has not been properly pretreated and reduced per Sec. 
51.001(u). 


Sec. 51.035. Submission of Data on Industrial Waste. 


c) Any person who adds, changes, modifies or proposes to change 
manufacturing or pretreatment processes shall first notify the Water Pollution 
Control Plant, in writing, and submit a new or revised Baseline Monitoring 
Report for review by the Superintendent 


Sec. 51.040. Waste Analysis Procedures and Charges. 


Laboratory procedures used in the examination of industrial wastes shall be those set 
forth in Code or Federal Regulations 40 CFR 136 or approved EPA methods. 


d) CHARGES COLLECTED - All waste analysis charges collected under 
Section 51.040-a) and b) above shall be recorded as credits to the operating 
costs of the Water Pollution Control Plant and a quarterly accounting thereof 
shall be forwarded to the Superintendent. All such charges are to be used to 
defray the operation and maintenance expenses incurred by the Water 
Pollution Control Plant in performing said analyses. 


PRIVATE SEWAGE DISPOSAL 


This subchapter (51.050-51.059) applies to matters under the jurisdiction of the State 
and Allen County Board of Health. 


Sec. 51.050 Definitions. 


(A) The words and phrases used in this subchapter (51.050-51.055) are 
herein defined, and for the purpose of this subchapter only, shall be 
construed as follows, except when otherwise expressly provided. 
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(1) State Definitions 


All definitions set forth in 410 IAC 6-8.1, Bulletin SE-11 (1986) and Bulletin 
SE-13 (1988), as amended from time to time, from the Indiana State 
Department of Health are hereby incorporated by reference. 


(2) Board 


“Board” shall mean the Fort Wayne-Allen County Board of Public Health, 
Fort Wayne, Allen County, Indiana. 


(3) Building 


“Building” shall mean a structure having a roof supported by columns or 
walls built or used for the enclosure, shelter, protection or occupancy or 
persons, fixtures or personal property, and from which there emanates any 
sewage. 


(4) Commercial 


“Commercial” shall mean any building which is not a one or two family 
dwelling. 


(5) Department 


“Department” shall mean the Fort Wayne-Allen County Department of Public 
Health, Fort Wayne, Allen County, Indiana, and/or its employees. 


(6) Environmental Health Specialist 


“Environmental Health Specialist” means an individual as defined in I.C. 25- 
32-1-1(B). 


(7) Health Commissioner 

“Health Commissioner” shall mean the Director of Public Health for the Fort 
Wayne-Allen County Department of Public Health for Fort Wayne, Allen 
County, Indiana, (designated as “Health Officer” in the state rules and 
regulations) and/or his/her authorized representative. 


(8) Installer 


“Installer” shall mean any person who constructs, installs, replaces, alters, 
modifies or repairs any residential or commercial sewage disposal system 
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subject to the provisions of this ordinance, other than one which serves 
his/her/its building. In the event that the person is any association of two or 
more people, then said association shall designate one individual who shall be 
designated as the installer and responsible for compliance with all provisions 
hereunder. 


(9) Permit 


“Permit” shall mean a certificate of a size and style approved by the Health 
Commissioner. 


(10) Permittee 


“Permittee” shall mean the person who is the owner of the real estate, 
his/her/its authorized representative, who is responsible for the application of 
a construction permit and/or operating permit and who shall be responsible 
for the acceptance of notices at the address listed on the permit applications. 


(11) Public Sewer 


“Public Sewer” shall mean a sewer to the use of which all owners of abutting 
property have equal rights and is controlled and maintained by the City or 
other public authority. 


(12) Residential 

“Residential” shall mean a building used as a one or two-family dwelling. 
(13) Sewage 

“Sewage” shall mean the water-carried wastes from residences, business 
buildings, institutions and industrial establishments, singularly or in any 


combination, together with such ground, surface and storm waters as may be 
present. 


(14) Soils Scientist 


“Soils Scientist” means an individual who is a Specialist or Classifier, 
registered with the 


American Registry or Certified Professionals in Agronomy, Crops and Soils 
(ARCPACS). 
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Sec. 51.051 Sewage Disposal. 
(A) State Rules 


All rules and regulations of 410 IAC 6-8.1, 410 IAC 6-10, Bulletin SE-11 
(1986) and Bulletin SE-13 (1988), as amended from time to time, from the 
Indiana State Department of Health are hereby incorporated by reference. 


(B) Public Sewer Available 


Whenever a public sewer is or becomes available within 300 feet of a 
residential or commercial lot line, a direct connection shall be made to said 
public sewer, provided direct access is reasonably available via easement or 
other appropriate means. All existing septic tanks, sewage pits, outhouses, 
privy pits and similar sewage disposal systems or treatments facilities shall be 
abandoned and filled in a safe an sanitary manner. Permittee shall have 
ninety (90) days from the date that the public sewer becomes available to 
make a direct connection to the public sewer and to abandon and fill in the 
existing sewage disposal system. 


(C) Public Sewer Not Available 


All residential and commercial buildings which are not connected to a public 
sewer shall be connected to a private sewage disposal system which shall 
comply with the standards set forth herein. 


(D) Construction of Privy 


Sanitary vault privies constructed and maintained pursuant to Bulletin SE-11 
(1986) shall be approved by the Health Commissioner. 


(E) Correction of Defects 


Should any defect exist or occur in any private sewage disposal system or 
privy which would cause the sewage disposal system or privy to fail to meet 
the requirements of this Chapter, then the defect shall be corrected by the 
owner/permittee pursuant to the time table established by the Health 
Commissioner. Failure to correct the defect within the time table established 
by the Health Commissioner shall be considered a violation of this Ordinance 
and shall subject the owner/permittee to the sanctions set forth in 51.059 
subject, however, to the hearing provisions of 51.058. 


(F) Adaptation of Residential Systems 


Whenever there is any alteration of the structure or change in the use or 
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occupancy of a residential building that would affect the functioning of the 
existing private sewage disposal system, including the addition of bathrooms, 
kitchens or other related water disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with the requirements of this 
chapter. 


(G) Adaptation of Commercial System 


Whenever there is any alteration of the structure or significant change in the 
use or occupancy of a commercial building which would affect the 
functioning of the existing private sewage disposal system, including the 
addition of bathrooms, kitchens or other related water disposal mechanisms, 
then the system shall be modified, enlarged or replaced in accordance with 
the requirements of this chapter. 


Sec. 51.052 Construction Requirements Of Private Sewage Disposal Systems. 


(A) Indiana State Department of Health Requirements 


All rules and regulations of 410 IAC 6-8.1, Bulletin SE-11 (1986) and 
Bulletin SE-13 (1988), as amended from time to time, from the Indiana State 
Department of Health are hereby incorporated by reference. 


(B) “Lot Dimensions” 


(1) Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated slight or 
moderate for septic tank absorption fields by the U.S. Department of 
Agricultural Soil Conservation Service, shall contain a minimum of 
one (1.0) acre or 43,560 square feet and suitable soils and topgraphy 
to permit compliance with this chapter. 


(2) Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated severe for 
septic tank absorption fields by the U.S. Department of Agriculture 
Soil Conservation Service shall contain a minimum of two (2.0) acres 
or 87,120 square feet and suitable topography to permit compliance 
with this chapter. 


(3) A permittee, whose real estate was a separate parcel for tax purposes 
as shown on the tax records of the Auditor of Allen County, Indiana, 
and recorded prior to the effective date of this ordinance as set forth in 
51.059 (1) shall not be prohibited from the construction, installation 
and eventual operation of a residential sewage disposal system solely 
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as the result of his/hers/its lot dimensions being less than those set 
forth above in (1) and (2), provided that he/she/it meets all other 
requirements of this ordinance. 


(C) “On-Site Evaluation” 


At least one boring from the submitted septic disposal system location shall 
be done with a soil auger. A second sample from the submitted septic 
disposal system location, and any additional confirmation samples, may be 
taken with a push probe. 


(D) Requirements for Septic Tanks 


(1) Residential septic tanks shall have the following number of gallons: 


a. Ifthe number of bedrooms in a dwelling 
are one, two, three or four 1,250 gallon tank 


b. Ifthe number of bedrooms in a dwelling 
are five 1,500 gallon tank 


c. If the number of bedrooms in a dwelling are 
more than five 1,500 gallon tank + 
150 gallons x the number 
of bedrooms over five 


(E) Final Grade 


All distribution boxes shall be extended full size to ground level or final 
grade. 


(F) Access Openings 


All septic tanks shall have at least one (1) access opening of at least ten (10) 
inches in diameter, for each compartment in said tank for inspection and 
cleaning purposes. All such access opening shall be extended to ground level 
and shall be fitted with safely secured, gas tight covers. 


(G) Abandoned Septic Tanks 


Abandoned septic tanks shall be filled with earth, sand or gravel or shall be 
removed. 
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(H) Inspection Pipe 


Each private sewage disposal system shall have at least one suitable 
inspection pipe, which shall be accessible to the Health Commissioner at all 
reasonable times for the inspection or sampling of effluent. If an inspection 


pipe does not exist, is not in good repair or is not accessible, such fact shall 
constitute a defect in the system under 51.051 (E). 


(1) The inspection pipe shall be installed at the far end of one of the 
absorption lines, or just beyond the last equipment or device in any 
other treatment system. 


(2) The inspection pipe shall be not less than an eight (8) inch riser of 
Schedule 40, SDR 22 or SDR 26 PVC pipe or vitrified clay pipe 
extending above the surface of the ground, with a safely secured 
easily removable cap or cover and with its lower end connected and 
arranged to permit the collection, by dipping, of an effluent sample. 


Sec. 51.053 Construction Permit. 


(A) Construction Permit Required 


An owner or permittee shall first obtain a construction permit from the Health 
Commissioner prior to the commencement of any excavation, construction, 
alteration, repair, modification or addition to any existing or new private 
sewage disposal system. 


(B) Permit to be Posted 


No person shall perform any work on a private sewage disposal system 
project unless a valid construction permit is first obtained and is properly 
posted in a conspicuous place at or near the building where the private 
sewage disposal system is to be constructed. The permit shall be plainly 
visible from the public thoroughfare serving the building until the project is 
completed. 


(C) Application for Permit 


The application for such permit shall be submitted to the Health 
Commissioner on a form provided by the Health Commissioner and shall be 
supplemented by any plans, specification and other information deemed 
necessary by the Health Commissioner or as required by 410 IAC 6-8.1-48. 
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(D) Permit Fees 


Prior to the issuance of any permit, each owner/permittee shall first tender to 
the Treasurer of Allen County, Indiana, a fee or fees, which shall be deposited 
into the City-County Health Fund, for each system being constructed, 
modified, altered or repaired in accordance with the following schedule: 


(1) |New construction - $75.00 

(2) Alteration, modification or repair of existing system - $50.00 
(3) Revision of existing permit prior to construction - $20.00 

(E) Term and Renewal 


A construction permit shall be valid for one (1) year from the date of 
issuance, and may be renewed for up to an additional six (6) months upon 
application. If the permit is renewed, the permittee shall comply with any 
changes in the rules, standards or requirements which may have come into 
effect subsequent to the original date of issuance. The construction permit is 
not transferable. 


Sec. 51.054 Installers Registration. 


(A) Registration Requirements 


Except for a person working on his/her/its own private sewage disposal 
system which serves the dwelling in which he/she/it resides, no person shall 
construct, install, replace, alter, modify or repair any private sewage disposal 
system unless that person has first registered with the Department as an 
installer. Persons required to be registered shall be given a grace period of up 
to six (6) months after the effective date of this Ordinance in which to register 
with the Department. Application for registration shall be on forms provided 
by the Department. 


(B) Conditions for Registration 


(1) Every person required to register under this section shall be 
knowledgeable of all laws, rules and regulations of both the state and 
county governing private sewage disposal systems. Prior to 
registration, the applicant must demonstrate knowledge of the 
applicable laws, rules and regulation by passing a proficiency exam 
conducted by the Department with a score of eight percent (80%) or 
higher. The registration exam shall be reviewed from time to time to 
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determine its applicability to current laws, rules and regulations. 
Where taking a written exam is not feasible, due to language or 
reading difficulties, arrangements will be made to allow for an oral 
examination to assure proficiency. Opportunity for reexamination 
shall be afforded to an applicant upon request but no more frequently 
than once per month. 


(C) Seminar 


At the request of the Health Commissioner, but not more than once per year, 
a person registered under this section shall attend a seminar on sewage 
disposal conducted by the Department of the Indiana State Department of 
Health. 


(D) Expiration 


Registrations under this section shall expire annually on December 31. Each 
installer shall be required to re-register annually on or before January 15 of 
each succeeding year. 


(E) Annual Fee 


For a period of six (6) months after the effective date of this Ordinance, 
registration under this section shall be without fee. After that date, an annual 
registration fee of $40.00 will be charged which shall be paid not later than 
January 31 of each year. 


(F) Notice of Violation 


Whenever the Health Commissioner determines that there has been a 
violation of any provision of this Ordinance or the applicable rules and 
regulations of the Indiana State Department of Health by an installer, the 
Health Commissioner shall give written notice, in person or by certified mail, 
of the alleged violation to the installer. Such notice shall include the 
following: 


(1) A statement of the alleged violation. 


(2) An order allowing a reasonable time for the performance of any act 
required to correct the violation. 


(G) Suspension or Revocation 


If the violation is not corrected within the designated time, the Health 
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Commissioner may suspend or revoke the installer’s registration subject to 
the provisions contained in 51.058 (B), (C) or (D). 


(1) Ifthe registration is suspended, the installer may be reinstated by the 
Health Commissioner upon correction of all violations. 


(2) If the registration is revoked, the Health Commissioner shall require, 
at a minimum, that the installer: 1) be retested; 2) pay the registration 
fee; and, 3) correct all outstanding violation to the satisfaction of the 
Health Commissioner prior to being re-registered. 


(H) Not Registered 


Any person constructing, installing, replacing, altering or repairing any 
private sewage disposal system who is not registered as an installer under this 
section shall be deemed to be in violation of this Ordinance and shall be 
subject to all penalties set forth in §51.059. 


Sec. 51.055 Inspection. 


(A) Commencement of Construction 


Upon issuance of a construction permit under § 51.053(A), the permittee may 
commence installation and construction of the private sewage disposal 
system. The Health Commissioner may inspect the work at any state of 
construction. 


(B) Inspection 


Upon substantial completion of the installation, the permittee shall notify the 
Heath Commissioner that the work is ready for inspection. No portion of the 
installation shall be covered until the inspection is made. 


(1) No portion of the installation shall be used and, when the system 
serves a new building, no person shall be permitted to use the building 
or buildings until the inspection has been completed and the system is 
found to be in compliance and an operation permit has been issued. 


(2) The inspection shall be made within two (2) working days of the 
receipt of notice by the Health Commissioner that the system is ready 
for inspection. 
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(C) Issuance of Operation Permit 


If the system meets all requirements and is in compliance with the law, the 
Health Commissioner shall issue an Operating Permit. 


(D) Operating Permit Required 
It shall be unlawful for any person to use or operate a private sewage disposal 


system unless said person possesses a valid operating permit issued by the 
Health Commissioner. 


(E) Valid Period 
The Operating Permit shall be valid until there is a change in the use 


associated with the system. The issuance date shall appear on the Permit. 
The operation permit is not transferable. 


(F) Application for Permit 


The application for an operation permit shall be made to the Health 
Commissioner on forms provided by the Health Commissioner. 


(G) Time of Issuance 

An operating permit shall be issued within five (5) days of the inspection of 
the system once the Health Commissioner has determined that the permittee 
has complied with all applicable provisions of this ordinance, the related state 
rules and regulations and tendered the appropriate permit fee. 


(H) Renewal 


Renewal of the Operating Permit is the duty of the permittee. 


Sec. 51.056 Maintenance And Sampling. 


(A) Sanitary Condition Mandatory 


Every private sewage disposal system shall be constructed and maintained so 
that the effluent leaving the Permittee’s system shall be sanitary. 


(B) Inspection and Sampling 


The Health Commissioner shall be permitted to enter upon any property at 
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any reasonable time to inspect and take samples from a private sewage 
disposal system. If said test results should indicate a residential or 
commercial sewage disposal system failure, said failure shall constitute a 
violation of §51.051(E). 


Sec. 51.057 Economic Hardship. 


(A) Economic Hardship 


In the event an owner/permittee is unable to comply with the provisions of 
51.051(B) due to the economic hardship that might be imposed, then the 
Health Commissioner may, upon application and proof of inability to pay the 
cost of compliance, extend the period within which said owner/permittee 
shall be required to make the hook-up provided the owner/permittee has an 
existing private sewage disposal system which is operating properly. 


Sec. 51.058 Denial, Suspension, Revocation. 


(A) Denial and Approval of Permit 


(1) Inthe event the Health Commissioner determines that the application 
for the Construction Permit and/or Operating Permit does not meet the 
standards set forth in this chapter, then the Health Commissioner shall 
be required to notify the Permittee of such denial in writing, within 
thirty (3) days of the original application, stating the specific reasons 
for the denial of the permit. 


(2) Failure of the Health Commissioner to issue a written denial of a 
permit an/or to issue specific written directions regarding corrective 
actions that need to be taken to obtain the permit within thirty (30) 
days from the date of application of the Construction Permit shall be 
construed as an approval of the Construction Permit. In the event the 
Health Commissioner issues written directives regarding corrective 
actions, then the permittee and/or his agent shall have a reasonable 
amount of time to address the items set forth in the directives in order 
to be able to obtain the Construction Permit. 


(3) Failure of the Health Commissioner to issue a written denial of an 
Operating Permit and/or to issue specific written directions regarding 
corrective actions that need to be taken to obtain the permit within ten 
(10) days from the date of application of the Operating Permit shall be 
construed as an approval of the Operating Permit. In the event the 
Health Commissioner issues written directives regarding corrective 
actions, then the Permittee and/or his agent shall have a reasonable 
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amount of time to address the items set forth in the directives in order 
to be able to obtain the Operating Permit. 


(B) Suspension of Permit/Registration 


The Health Commissioner may order the suspension of a Construction Permit 
or Operation Permit or installer registration. The Health Commissioner may 
order the suspension of a permit or registration for any of the following 
reasons: 


(1) Failure to meet any of the standards of any of the provisions of this 
Ordinance or violations of any of provisions of this Ordinance. 


(2) Interference with the Health Commissioner in the performance of 
his/her duties. Interference shall be defined as the process of 
obstructing, hampering or blocking the Health Commissioner in the 
performance of his/her duties. 


(3) At the request of the permittee or installer, a hearing shall be afforded 
him/her/it within twenty-four (24) hours of the issuance of the written 
suspension order. Said hearing shall be conducted as set forth in 
51.058(E). 


(C) Revocation or Permit/Registration 


Any permit and/or registration issued hereunder may be revoked by the 
Health Commissioner as the result of the willful or continued violation of any 
provision of this Ordinance. No such revocation shall be ordered by the 
Health Commissioner except after a hearing held pursuant to 51.058(E) upon 
at least ten (10) days written notice to the owner/permittee/installer of the 
time, place and nature of said hearing. Said notice of hearing shall be served 
upon the owner/permittee/installer by leaving, or mailing (certified mail) the 
notice to the address listed by the owner/permittee/installer at his/her/its 
address on the permit, application or installer registration application. 


(D) Immediate Revocation 


Notwithstanding any of the other provisions of this Ordinance, whenever the 
Health Commissioner finds insanitary or other conditions, which, in his/her 
opinion constitute an imminent health hazard, he/she may, without notice or 
hearing, issue and serve a written order on the owner/permittee/installer 
requiring the immediate cessation of operation/installation. Said written 
order shall site the existence of the imminent health hazard and shall specify 
the corrective action to be taken. Such order shall be effective immediately. 
Upon petition to the Health Commissioner, the permittee/installer shall be 
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afforded a hearing within twenty-four (24) hours of the issuance of the 
written order. Said hearing shall be conducted as set forth in 51.058(E). 


(E) Hearing 


At any hearing required under this Ordinance, every owner/permittee/installer 
who is a party to such proceeding shall have the right to submit evidence, to 
cross examine witnesses and to be represented by counsel. All such hearings 
shall be conducted in an informal manner, but irrelevant, immaterial or 
unduly repetitious material shall be excluded. Upon the conclusion of the 
hearing, the Health Commissioner shall issue a final order determining the 
issue(s) which shall be conclusive on all parties subject to the right of appeal. 


(F) Appeal 


(1) Any owner/permittee/installer aggrieved by an final order of the 
Health Commissioner shall be entitled to a review of the final order 
before the Board by filing a written request with the Secretary for the 
Board within fifteen (15) days of the Health Commissioner’s final 
order. 


(2) Upon the Secretary’s receipt of such request, the Board shall hear the 
matter de novo in open hearing upon at least ten (10) days written 
notice of the time, place and nature thereof. The notice shall be issued 
by the Secretary for the Board to owner/permittee/installer filing the 
request. 


(3) The notice shall be served upon the owner/permittee/installer by 
leaving or mailing (certified mail) the notice to the address listed on 
the application as his/her/its address or such other address he/she/it 
shall designate in writing. 


(4) At such hearing, the same rules of procedure shall apply as in the case 
of the hearing before the Health Commissioner. Upon written 
demand by the owner/permittee/installer, the Board shall cause the 
proceedings before it to be recorded by a stenographer or reporter 
employed for such purpose, and the same, together with all papers and 
documents filed therein, shall be reproduced by said Commissioners 
of Allen County, Indiana in the form of a transcript, a copy of which 
shall be available to any party. 


(5) The expense of such proceedings shall be charged to the 
owner/permittee/installer who applied for the review, except that 
copies of the transcript shall be at the expense of the party obtaining 
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same. The Commissioners of Allen County, Indiana may require the 
deposit of an amount determined to secure such expense. 


(6) The Board shall make written findings of facts and shall enter its final 
order or determination of the matter in writing in the permanent 
records of the Board. 


Sec. 51.059 Penalties. 
(A) Enforcement 


It shall be the duty of the Department and/or the Health Commissioner to 
enforce the provisions of this Ordinance. Any permit or registration issued in 
conflict with the provisions of this Ordinance shall be null and void. A 
violation of an order issued by the Health Commissioner or Board shall be 
considered to be a violation of this Ordinance. 


(B) Violations 


Whenever the Health Commissioner determines that any owner, permittee, 
installer or any other person, is in willful violation of any of the provisions of 
this Ordinance, the Health Commissioner shall furnish evidence of said 
willful violation to the Prosecuting Attorney of Allen County, Indiana or the 
attorney for the Board who shall seek all appropriate legal remedies against 
the person(s). 


(C) Penalty 


Any person who willfully violates any of the provisions of this Ordinance 
shall be subject to a fine of not more than $500.00 for each violation. Each 
day of the existence of any violation of this Ordinance shall be considered to 
be a separate offense. 


(D) Injunction 
The Health Commissioner may bring an action for an injunction in the Circuit 
or Superior Court of Allen County, Indiana, to restrain any person from 


violating the provisions of this Ordinance, or to cause such violation to be 
prevented, abated or removed. 


(E) Expense 


Any person violating any of the provisions of this Ordinance shall be liable to 
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the Department for the expense, loss or damage occasioned by reason of such 
violation, including reasonable attorney’s fees and court costs. 


(F) Cumulative 


The remedies provided in this section shall be cumulative, and not exclusive, 
and shall be in addition to any other remedy provided by law. 


Sec. 51.066. Water Obtained from Sources Other Than City's Water Utility. 


Where the property obtains any part or all of the water used from sources other than 
the City's Water Utility, the owner or the tenant shall be required by the City to 
install and maintain at the user’s own expense a meter or meters acceptable to the 
City for the quantity of water obtained from these other sources. Once installed, no 
such meter may be bypassed for any reason. 


Sec. 51.067. Exempt Water - General. 


Where a significant portion of the metered water does not and cannot enter the 
sewerage system, either directly or indirectly, the person having charge of the 
property may request permission from the City to install at the user’s expense either 
an approved meter or meters to determine the quantity of water that cannot enter the 
sewerage system or an approved sewage-measuring device or devices to determine 
the volume of sewage that actually enters the sewerage system. In any case, the 
service charge shall be based on the quantity of water that can or actually does enter 
the public sewers but in no case shall it be less than the minimum charge for the class 
of user served. Plans and specifications for all such meters shall be submitted to the 
Superintendent of the Water Pollution Control Plant and approved prior to 
installation. 


Sec. 51.068.5. Deposit to ensure payment of sewer fees - Refunds - Forfeitures - 
Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utilities may require the owner, 
lessee, or user of property served by the Utility to pay a deposit to ensure 
payment of sewer fees. 

(b) The deposit required shall equal the estimated average payment due from the 
property served by the Utility for a three (3) month period. Deposits shall be 


retained in a separate fund. 


(c) The deposit, less any outstanding penalties and service fees, shall be refunded 
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to the depositor after a notarized statement from the depositor that as of a 
certain date the property being served: 


I. Has been conveyed or transferred to another person; or 
ve No longer uses or is connected with any part of the municipal sewage 
system. 


A statement under subdivision (1) must include the name and address of the person 
to whom the property is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees within sixty (60) days after the 
termination of his use or ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount shall be applied to the 
depositor’s outstanding fees. Any excess that remains due after application 
of the forfeiture may be collected in the manner set out in Sec. 51.099 and 
Sec. 51.100 herein. A deposit may be used to satisfy all or part of any 
judgment awarded the municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the 
depositor for more than seven (7) years after the termination of the services 
for which the deposit was made becomes the property of City Utilities. 


Sec. 51.069. Residential User Charges. Ce. 
A. In City Service Charge 37 
i: In City 


Charges for services rendered to residents within the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment Fatt 67.44 
Conveyance, Collection, Billing 52.54 
Capital 29.59 
Total User Charge 149.57 


Os In City Billing Charge 


Residential users inside the City shall be billed a monthly billing fee of $1.65. 
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B. Outside City Service Charge 
1. Outside City 


Charges for services rendered to residents outside the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured. in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. Cid eee 


Treatment 84.30 
Conveyance, Collection, Billing fee 65.68 
Capital Jitlézt? 36.99 
Total User Charge 186.97 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne 
shall be billed a monthly billing fee of $1.65. 


Hereinafter “inside City” or “outside City” shall be read to distinguish users located 
within or outside the corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 


In the event that any user in this classification is not a metered water customer, there 
shall be imposed flat charge rates as follows: . 


Monthly Flat 
Classification of Customer Charge (1) 
In City Outside- 
City 
6.35 
Residential User-Single Family Dwelling $16.61 BET 
Residential User-Multi Family Dwelling To be estimated by City 


1) Monthly flat charges for multi-family dwellings shall be based on the number 
of family units accommodated by the system multiplied by the single family 
dwelling monthly charges. A 25% surcharge shall apply to the rates charged 
to users outside the City. 


2) The Utility shall retain documentation supporting its estimates and the 
billings båsed thereon. Such determination of billings may be reviewed and 
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adjusted by the Utility at any time. However, no adjustment, additional 
charge or refund may be made more than six (6) years after the due date of 


the billing sought to be adjusted. Ve 


fe 


Sec. 51.070. Industrial User Charges. fs fiero 
A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 


of service: 
Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 
B. Other Industrial User Charges 
Inside City Outside City 


1) 


2) 


C: 


Monthly billing charge - per bill $ 1.65 $ 1.65 


Excess Strength of Wastes Surcharge - in the event an industrial user 
contributes waste having strength of sewage in excess of domestic waste 


characteristics as herein defined, a surcharge based on the following unit 
process charges will be in effect for all waste found to be in excess of 
limitations: 


Cents Per Pound 


Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


User Flat Charges 


In the even any user in this classification is not a metered water customer, there shall 
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be imposed a flat charge estimated by the City. A 25 % surcharge shall annlv to the 
rate charged to such users located out the City. A 
adal 


Shovld ee 
Sec. 51.071. Commercial User Charges 
* ILESI 
A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
44> l- oa. 
Total User Charge bey tie) 186.97 


B. User Flat Charges 
In the event any user in this classification is not a metered water customer, there shall 


be imposed a flat charge rate estimated by the City. A 25% surcharge shall apply to 
the rate charged to users located outside the City. 


C. Other Commercial Charges 


E E a = eee ee 


2. Monthly Billing Charge - per bill Inside City Outside 
City 
1.65 1.65 
3: Excess Strength 
a. In the event any user under this classification contributes waste 


having a strength of sewage in excess of domestic waste 
characteristics as herein defined, such user will be charged for 
surveillance and surcharges as set forth elsewhere herein for Industrial 
Users, except as set out in the following paragraph. 


b. — Restaurants - Commercial users primarily engaged in the business of 
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preparing and selling cooked food items and beverages shall pay an 
extra-strength surcharge of 36.76 cents per one hundred cubic feet in 
lieu of those scheduled surcharges otherwise set forth herein. For the 
purposes of this Chapter, a user qualified to hold a supplemental 
retailer's permit under Indiana Code 7.1-3-16.5-2(a) or (b) shall be 
presumed to fall within this category. 


Sec. 51.072. Institutional User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


B. User Flat Charges 
In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge estimated by the City. A 25% surcharge shall apply to the 


rate charged to users located outside the City. 


C. Other Institutional Charges 
Inside City Outside City 


is Monthly Billing Charge - per bill 1.65 1.65 

2 Excess Strength 
In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as herein 


defined, such user will be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 
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Sec. 51.073. Governmental User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 

Treatment 67.44 84.30 

Conveyance, Collection, Billing 52.54 65.68 

Capital 29.59 36.99 

Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge estimated by the City. A 25% surcharge shall apply to the 
rate charged to users located outside the City. 


C. Other Governmental User Charges 
Inside City Outside 


City 
1. Monthly Billing Charge - per bill 1.65 1.65 
2 Excess Strength 


In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as hereinbefore 
defined, such user will be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 


Sec. 51.074. Contract Customers - Unit and Other Charges. 


In the event the City consunimates a contract to serve as a regional treatment plant 
for any other municipality or private sewage utility, either contiguous to the City or 
in its environs, said contract shall provide for the following unit charges: 


PE 
peel 
Vie 
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b) 


c) 


d) 


Volume Charge (cents per 100 cu. ft.). 


Treatment 67.44 


Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection costs attributable to the 
portion of the conveyance system and operating costs associated therewith 
available to the contract customer shall be computed by the City and added to 
the treatment cost to arrive at the contractee’s total metered rate. 


Flat Charge. 


In addition to the foregoing charge based on volume of sewage treated and 
conveyed, each contract customer will pay a monthly billing charge of $1.65 
and an appropriate monthly surveillance charge based on the type of testing 
necessary according to the contractee’s customer base. 


Excess Strength of Waste Surcharge. 


In the event a contract customer user contributes waste having a toxic 
strength in excess of domestic waste characteristics, as hereinbefore defined, 


a surcharge based on the following unit process charges will be in effect for 
all waste found to be in excess of limitations: 
Cents Per Pound 


Suspended Solids - (SS) ; $ 6.83 
Biochemical Oxygen Demand - (BOD 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


Capital Charge. 


Where a contract calls for the payment of a capital charge, such shall be 
billed to the contract customer (Allen County Institutional Power Plant). 


Capital Surcharge. 


In the event a contract customer delivers sewage for treatment to the City for 
a period of 90 consecutive days which is in excess of base MGD contracted 
for, then customer will be subject to a capital charge, computed at the rate per 
100 cu. ft. in effect for outside the City customers set out elsewhere herein, 
times the excess percentage of MGD represented by dividing actual MGD by 
contracted MGD. 
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g) Other Provisions. 


In the event sewage received pursuant to any contract entered into under this 
section exceeds any of the limitations imposed by this Chapter, the City shall 
have the right to impose all charges, limitations and penalties applicable to 
any non-contract user by the City. Each contract entered into by the City 
pursuant to the foregoing rate classification shall provide that the contract 
applicable to its users customer shall agree to enact and maintain a Sewer Use 
Ordinance and User Charge System acceptable to the City and in 
conformance with the City’s obligations under Sec. 204 (b)(1). Public Law 
92-500 as amended and supplemented, and guidelines and regulations 
promulgated thereunder by the U.S. Environmental Protection Agency and 40 
CFR 35-905-8, 35-928-i and 35-928-2 and 35-935-13. 


Sec. 51.075. Bulk Waste Charges. 


Industrial - for all industrial waste suitable for disposal which has been delivered by 
an approved Water Hauler to City's plant - $93.81 per load. For purposes of 
computing charges hereunder, a load is defined as 1,000 gallons of tank capacity or 
any fraction thereof. 


Domestic - for all domestic waste delivered to City’s plant by customer's truck or 
tank - $56.24 per load. For purposes of computing charges hereunder, a load is 
defined as 1,000 gallons of tank capacity or any fraction thereof. 

All bulk waste loads delivered to the Water Pollution Control Plant shall be 
accompanied by a “Waste Hauler Manifest”, the form for which will be provided by 
the City. 


All bulk waste haulers shall also be assessed a billing charge of $1.65 per bill. 


Sec. 51.076. Liability for Surcharge. 


Each user discharging wastes into the collection system shall be subject to a strength- 
of-wastes surcharge, in addition to other sewage service charges imposed by this 
ordinance, based on the following minimum strength characteristics to the extent that 
such wastes are in concentrations greater than: 


a) Biochemical oxygen demand of 300 milligrams per liter. 
b) Chemical oxygen demand of 600 milligrams per liter. 
c) Suspended solids content of 300 milligrams per liter. 
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d) Phosphorus content of 10 milligrams per liter. 


e) Ammonia content of 25 milligrams per liter. 


Sec. 51.077. Computation of Surcharge. 


The surcharge shall be determined as follows: 


The excess pounds of BOD or COD (whichever results in the higher charge) 
suspended solids, phosphorus and ammonia will each be computed by first 
multiplying the user's billing sewage volume measured in units of 100 cubic feet for 
the current billing period by the factor 0.0062321 and then multiplying this product 
by the difference between (a) the concentrations measured in milligrams per liter, of 
the BOD (or COD), suspended solids, phosphorus and ammonia respectively in the 
user’s sewage and (b) the allowed concentrations set out in Section 51.076. The 
surcharge for each constituent will then be determined by multiplying the excess 
pounds of each constituent by the appropriate rate of surcharge, In the event COD 
measurement is used, as hereinbefore provided, 50% of the excess pounds measured 
will be used to compute the equivalent BOD charge. 


Sec. 51.078. Continuing Surveillance Sampling/Waste Evaluation Charges. 


All users discharging wastes into the system requiring continuing surveillance 
sampling and waste evaluation shall be subject to the following fixed charges to 
cover the costs of such services per discharge point. 


Monthly Evaluation Charges 
Type 1 Evaluation $104.33 


Type 2 Evaluation (includes metals) 153.58 


Evaluation Charges - Per Occurrence 


Type 1 Evaluation $313.00 
Type 2 Evaluation (includes metals) 460.75 
Grab Compliance (FOG) 76.00 
Composite Compliance 190.00 * 


* Plus applicable laboratory testing charges. 


Sec. 51.099. Delinquent Fees and Penalties as Liens; Duplicates - Collection. 


Delinquent charges for sewerage services and/or stormwater services, and applied 
penalties, recordihg fees and service charges may be made a lien upon the property 
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when the delinquent party is the property owner and may be collected in accordance 
with the provisions of Indiana Code 36-9-23-31, 36-9-23-32 and 36-9-23-33. 


Sec. 51.100. Collection Through Court Actions. 


In addition to the foregoing remedies, the City may recover the amount of the 
charges for sewerage services, penalties of 10% of the delinquent fees and reasonable 
attorney’s fees in a civil action, and may foreclose liens established by this Chapter 
in accordance with Indiana Code 36-9-23-34. 


Sec. 51.111. Enforcement. 


Those provisions of this Chapter not specifically dealt with elsewhere shall be 
enforced by the Director of City Utilities and such deputies as Director, with the 
approval of the Board of Public Works, may be appointed for such purposes. 
Whenever said Director or any such deputy shall deem it appropriate to charge any 
person with a violation(s) of this Chapter, he shall issue to such person a Notice of 
Violation and/or Summons, which shall be processed according to the provisions of 
Indiana Code (34-4-32-1) and the Sewer Utility Rules and Regulations, or pursuant 
to an ordinance adopted in accordance with I.C. §36-1-6-9. 


Sec. 51.999. Penalty for Violations. 


Any person who violates or fails to comply with any provision of this Chapter or of 
the Rules and Regulations of the Board of Public Works or Administrative Orders 
pertaining thereto, shall be subject to a fine of up to $2,500.00 per day as set out at 
Section 10.99 of the City of Fort Wayne Code of Ordinances or as otherwise 
provided by Indiana Law. Each day that such violation(s) or noncompliance 
continues shall constitute a separate offense. 

SECTION 2. The invalidity of any section, sentence, clause, paragraph, part 
or provision of this Ordinance shall not affect the validity of any other section, 
sentence, clause, paragraph, part or provision of this Ordinance which can be given 
meaning without such invalid part or parts. 


All Ordinances or parts of Ordinances and sections of the Municipal Code of 


the City of Fort Wayne in conflict herewith are hereby repealed. 
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SECTION 3. That this Ordinance shall be in full force and effect from and 
after its passage, and any and all necessary approval by the Mayor and due legal 


publication thereof. 


APPROVED AS TO FORM AND LEGALITY 


e M 


TIMOTHY McCAULAY, Y ATTORNEY 


BILL NO. G-94-08-97. 2% - “2 


GENERAL ORDINANCE NO. 


AN ORDINANCE AMENDING CHAPTER 51 OF THE 
CITY OF FORT WAYNE CODE OF LAWS. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON 


COUNCIL OF THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That the following sections or subsections of Chapter 51 of 


the City of Fort Wayne Code of Laws be amended, added or deleted as follows: 


CHAPTER 51 
SEWERS AND SEWERAGE SYSTEM 


General Provisions 


Sec. 51.001. Definitions. 


c) 


j) 


m) 


"BIOCHEMICAL OXYGEN DEMAND (BOD)" - the quantity of dissolved 
oxygen, in milligrams per liter, required during the stabilization of the 
decomposable organic matter by aerobic biochemical action of sewage, sewage 
effluent, polluted waters or industrial wastes under standard laboratory procedures 
for five days at 20° centigrade. The laboratory determinations shall be made in 


accordance with procedures set forth in “Standard-Metheds" (see-parastaph24 4+ 
t}below) 40 CFR 136. 


"CHEMICAL OXYGEN DEMAND (COD)" - a measure of oxygen equivalent 
to that portion of the organic matter in a sample of sewage, sewage effluent, polluted 
waters or industrial wastes that is susceptible to oxidation by a strong chemical 
oxidant. The laboratory determinations shall be made in accordance with 


procedures set forth in “Standard-Metheds-"(see-paracraph 24-1 Gr) below) 40 
CFR 136. 


"COMPLIANCE SAMPLE" - a sample taken of a User's effluent approximately 
within thirty (30) days after a violation of this Chapter, the User's permit or the 
Federal Pretreatment Standards and Regulations has been discovered or reported. 
The User shall be billed for any Compliance Sample taken. 


n) 


aa) 


ff) 


ccc) 


"COMPOSITE SAMPLE" - the sample resulting from the combination of 
discrete individual wastewater samples taken at selected intervals while the 
discharge rate is at or above normal based on an increment of either flow or time. 
Time intervals between discrete samples not to exceed 2 hours. The total duration of 
collection shall not exceed 24 hours. 


"OPERATION AND MAINTENANCE COSTS" - all costs direct and indirect, 
other than debt services including replacement costs as defined in Section 51.001 (ii) 


parastaph_24.14, necessary to insure adequate wastewater treatment on a 
continuing basis conforming with federal, state or local requirements and to insure 


long-term facilities management. 


"RANDOM SAMPLE" - A sample taken at no charge to the User, at the City's 
discretion of effluent produced by any Users. netrecerine scheduled sampling. 


"SUSPENDED SOLIDS" - solids which either float on the surface of or are in 
suspension in water, sewage or other liquid and which are removable by laboratory 


filtration. Their concentration is expressed in milligrams per liter. 
Quantitative determinations are made in accordance with procedures set forth 
in 40 CFR 136 “Standard Metheds— 


"WASTE SURVEILLANCE CHARGE" - a monthly charge collected from 
users, qualifying as industrial or commercial class users, to defray the cost of 
evaluating that user's waste by metering, sampling, laboratory analysis and/or other 
methods deemed necessary. Said charges are set forth in Article VII and are subject 
to review annually as provided in Section 24-44 5/.079. 


Sec. 51.015. Requirements for Connection to Public Sewers. 


g) 


m) 


TheBeardof Public _-Works City Utilities shall have the authority to require an 
owner of real property to disconnect any downspouts, yard drains or other drains 
which carry the runoff of natural precipitation from a building sewer which drains 
into a sanitary sewer, or in areas served by combined sewers where City Utilities 
finds the additional load placed on the system has been found to be detrimental to 
properties in that area. Property owners shall have thirty (30) days after notice 
thereof to comply with any such requirement. 


The Board of Public Works shall have the authority to require that for any new 
building any storm sewer connection to any combined sewer shall be made separate 
and apart from the sanitary sewer connection in order to facilitate future 
disconnection from the combined sewer in the event a separate storm sewer 
subsequently becomes available. 


Sec. 51.017 Connections to Sewerage System by Certain Properties Outside 
Corporate Limits. 


Notwithstanding the provisions of Sec. 24-4 51.016, the Board of Public Works shall have 
the authority to permit a property located outside the corporate limits of the City to connect 
to an existing sanitary sewer which is part of the City's sewerage system, when the property 
abuts, adjoins or is immediately contiguous to the street, alley or easement in which such 
sewer is located and provided the property owner or occupant has complied with the 
requirements prescribed by Sec. 24-3 51.015 of this Chapter. 


Sec. 51.033. Prohibited Discharges and Limitations. 


Except as hereinbefore provided, no person shall discharge or cause or permit to be 
discharged into the public sewer any of the following described substances, wastes or 
waters: 


a) Any liquid or vapor having a temperature greater than 140° F. (49 60°c), or any 
wastewater which will cause the WPC Plant's influent to exceed 104° F. (40°c). 


b) Any waters or wastes from industrial sources containing more than 100 milligrams 
per liter of total oil and grease (TOG). petroleurm-or-mineral based rease,oils,_fats 
erwaxes, Acceptable limits for animal-vegetable based fats, oils and-grease shall be 
determined by the Board of Public Works and set out in the Sewer Utility Rules and 
Regulations. Said maximum limits shall be calculated and set at an amount shown 
not to cause interference or obstruction in the collection system and/or sewerage 
works, and shall be re-evaluated and adjusted as necessary to protect the integrity of 
the sewer utility. 


d) Any noxious or malodorous gas or substance which either alone or by interaction 
with other wastes, is capable of creating a public nuisance or hazard to life or of 
preventing entry into the sewers ef for their maintenance or repair. 


e) Any garbage that has not been properly pretreated and reduced per Sec. 24- 
51.001 (u). 


Sec. 51.035. Submission of Data on Industrial Waste. 


a)b) Any person who discharges industrial waste into the City's sewerage system either 
directly or indirectly, shall forthwith fill out and file, with the Superintendent, an 
Industrial Waste Questionnaire, baseline monitoring report or permit application, the 
form for which will be furnished by the City, in which shall be set forth the quantity 
and characteristics of the wastes discharged into the City's sewerage system. Any 
owner desiring to establish a new connection to the public sewer or to establish a 
new account with Sewage Works for the purpose of discharging industrial or 
commercial waste shall ninety (90) days prior to discharge first fill out and file with 


b)c) 


the Superintendent such a questionnaire, baseline monitoring report or permit 
application, which shall contain the actual or predicted data relating to the quantity 
and characteristics of the wastes to be discharged. After review of the submitted 
documents and permit application, the Superintendent shall issue an industrial 
wastewater discharge permit which shall contain conditions and requirements with 
which the person shall comply. All Rules and Regulations of the Sewer Utility must 
also be followed by a permitted user. 


Any person who adds, changes, modifies or proposes to change manufacturing or 
pretreatment processes shall first notify the Sewage-Werks Water Pollution Control 
Plant in writing, and submit a new or revised Industeal-Waste—Questionnaire 


Baseline Monitoring Report for review by the Superintendent. 


Industrial Users must provide prior notification to the Superintendent of the WPC 
Plant before any changes are made to their effluent. 


Any person who knowingly makes any false statement, representation or 
certification in any application, report or other document required by the municipal 
ordinance or other applicable regulations shall, upon conviction be punished by the 
imposition of a criminal penalty as required by local and/or State statutes. 


When special circumstances render it an unreasonable burden to comply with the 
time schedule determined by the Sewage Works for the correction of any industrial 
waste discharge problem, an extension of time, not to exceed 90 days, may be 
granted by the Superintendent upon presentation in writing of an application for 
such relief. 


Sec. 51.040. Waste Analysis Procedures and Charges. 


Laboratory procedures used in the examination of industrial wastes shall be those set forth 
in “Standard-Metheds", Code of Federal Regulations 40 CFR 136 on approved EPA 
methods. 


d) 


CHARGES COLLECTED - All waste analysis charges collected under Section 
51.040 24-23-a) and b) above shall be recorded as credits to the operating costs of 
the Water Pollution Control Plant and a quarterly accounting thereof shall be 
forwarded to the Superintendent. All such charges are to be used to defray the 
operation and maintenance expenses incurred by the Water Pollution Control Plant 
in performing said analyses. 


PRIVATE SEWAGE DISPOSAL 


This subchapter (51.050-51.059) applies to matters under the jurisdiction of the State and 
Allen County Board of Health. 


Sec. 51.050 Definitions. 


(A) The words and phrases used in this subchapter (51.050-51.055) are herein 
defined, and for the purpose of this subchapter only, shall be construed as 
follows, except when otherwise expressly provided. 


(1) State Definitions 


All definitions set forth in 410 IAC 6-8.1, Bulletin SE-11 (1986) and Bulletin SE- 
13 (1988), as amended from time to time, from the Indiana State Department of 
Health are hereby incorporated by reference. 


(2) Board 


“Board” shall mean the Fort Wayne-Allen County Board of Public Health, Fort 
Wayne, Allen County, Indiana. 


(3) Building 


“Building” shall mean a structure having a roof supported by columns or walls 
built or used for the enclosure, shelter, protection or occupancy or persons, 
fixtures or personal property, and from which there emanates any sewage. 


(4) Commercial 


“Commercial” shall mean any building which is not a one or two family 
dwelling. 
(5) Department 


“Department” shall mean the Fort Wayne-Allen County Department of Public 
Health, Fort Wayne, Allen County, Indiana, and/or its employees. 


(6) Environmental Health Specialist 


“Environmental Health Specialist” means an individual as defined in I.C. 25-32- 
1-1(B). 


(7) Health Commissioner 


“Health Commissioner” shall mean the Director of Public Health for the Fort 
Wayne-Allen County Department of Public Health for Fort Wayne, Allen County, 
Indiana, (designated as “Health Officer” in the state rules and regulations) 
and/or his/her authorized representative. 


(8) Installer 


“Installer” shall mean any person who constructs, installs, replaces, alters, 
modifies or repairs any residential or commercial sewage disposal system subject 
to the provisions of this ordinance, other than one which serves his/her/its 
building. In the event that the person is any association of two or more people, 
then said association shall designate one individual who shall be designated as 
the installer and responsible for compliance with all provisions hereunder. 


9) Permit 


“Permit” shall mean a certificate of a size and style approved by the Health 
Commissioner. 


(10) Permittee 
“Permittee” shall mean the person who is the owner of the real estate, his/her/its 
authorized representative, who is responsible for the application of a construction 


permit and/or operating permit and who shall be responsible for the acceptance 
of notices at the address listed on the permit applications. 


(11) Public Sewer 

. “Public Sewer” shall mean a sewer to the use of which all owners of abutting 
property have equal rights and is controlled and maintained by the City or other 
public authority. 
(12) Residential 
“Residential” shall mean a building used as a one or two-family dwelling. 


(13) Sewage 


“Sewage” shall mean the water-carried wastes from residences, business 
buildings, institutions and industrial establishments, singularly or in any 


combination, together with such ground, surface and storm waters as may be 
present. 


(14) Soils Scientist 


“Soils Scientist” means an individual who is a Specialist or Classifier, registered 
with the 


American Registry or Certified Professionals in Agronomy, Crops and Soils 
(ARCPACS). 


Sec. 51.051 Sewage Disposal. 
(A) State Rules 


All rules and regulations of 410 IAC 6-8.1, 410 IAC 6-10, Bulletin SE-11 (1986) 
and Bulletin SE-13 (1988), as amended from time to time, from the Indiana State 
Department of Health are hereby incorporated by reference. 


(B) Public Sewer Available 


Whenever a public sewer is or becomes available within 300 feet of a residential 
or commercial lot line, a direct connection shall be made to said public sewer, 
provided direct access is reasonably available via easement or other appropriate 
means. All existing septic tanks, sewage pits, outhouses, privy pits and similar 
sewage disposal systems or treatments facilities shall be abandoned and filled in 
a safe an sanitary manner. Permittee shall have ninety (90) days from the date 
that the public sewer becomes available to make a direct connection to the public 
sewer and to abandon and fill in the existing sewage disposal system. 


(C) Public Sewer Not Available 
All residential and commercial buildings which are not connected to a public 


sewer shall be connected to a private sewage disposal system which shall comply 
with the standards set forth herein. 


(D) Construction of Privy 


Sanitary vault privies constructed and maintained pursuant to Bulletin SE-11 
(1986) shall be approved by the Health Commissioner. 


(Œ) Correction of Defects 


Should any defect exist or occur in any private sewage disposal system or privy 
which would cause the sewage disposal system or privy to fail to meet the 
requirements of this Chapter, then the defect shall be corrected by the 
owner/permittee pursuant to the time table established by the Health 
Commissioner. Failure to correct the defect within the time table established by 
the Health Commissioner shall be considered a violation of this Ordinance and 
shall subject the owner/permittee to the sanctions set forth in 51.059 subject, 
however, to the hearing provisions of 51.058. 


(F) Adaptation of Residential Systems 


Whenever there is any alteration of the structure or change in the use or 
occupancy of a residential building that would affect the functioning of the 
existing private sewage disposal system, including the addition of bathrooms, 
kitchens or other related water disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with the requirements of this 
chapter. 


(G) Adaptation of Commercial System 


Whenever there is any alteration of the structure or significant change in the use 
or occupancy of a commercial building which would affect the functioning of the 
existing private sewage disposal system, including the addition of bathrooms, 
kitchens or other related water disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with the requirements of this 
chapter. 


Sec. 51.052 Construction Requirements Of Private Sewage Disposal Systems. 


(A) Indiana State Department of Health Requirements 


All rules and regulations of 410 IAC 6-8.1, Bulletin SE-11 (1986) and Bulletin 
SE-13 (1988), as amended from time to time, from the Indiana State Department 
of Health are hereby incorporated by reference. 


(B) “Lot Dimensions” 


(1) Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated slight or 
moderate for septic tank absorption fields by the U.S. Department of 
Agricultural Soil Conservation Service, shall contain a minimum of one 
(1.0) acre or 43,560 square feet and suitable soils and topgraphy to permit 
compliance with this chapter. 


(2) 


(3) 


(©) 


Lots or tracts of real estate on which residential or commercial sewage 
disposal systems are to be installed and which are rated severe for septic 
tank absorption fields by the U.S. Department of Agriculture Soil 
Conservation Service shall contain a minimum of two (2.0) acres or 
87,120 square feet and suitable topography to permit compliance with this 
chapter. 


A permittee, whose real estate was a separate parcel for tax purposes as 
shown on the tax records of the Auditor of Allen County, Indiana, and 
recorded prior to the effective date of this ordinance as set forth in 51.059 
(1) shall not be prohibited from the construction, installation and eventual 
operation of a residential sewage disposal system solely as the result of 
his/hers/its lot dimensions being less than those set forth above in (1) and 
(2), provided that he/she/it meets all other requirements of this ordinance. 


“On-Site Evaluation ” 


At least one boring from the submitted septic disposal system location shall be 
done with a soil auger. A second sample from the submitted septic disposal 
system location, and any additional confirmation samples, may be taken with a 


push probe. 
(D) Requirements for Septic Tanks 
(1) Residential septic tanks shall have the following number of gallons: 
a. If the number of bedrooms in a dwelling 
are one, two, three or four 
1,250 gallon tank 
b. If the number of bedrooms in a 
dwelling are five 
1,500 gallon tank 
c. If the number of bedrooms in a 
dwelling are more than five 
1,500 gallon tank + 
150 gallons x the number of 
bedrooms over five 
(E) Final Grade 


All distribution boxes shall be extended full size to ground level or final grade. 


(F) 


Access Openings 


All septic tanks shall have at least one (1) access opening of at least ten (10) 
inches in diameter, for each compartment in said tank for inspection and cleaning 
purposes. All such access opening shall be extended to ground level and shall be 
fitted with safely secured, gas tight covers. 


(G) Abandoned Septic Tanks 


Abandoned septic tanks shall be filled with earth, sand or gravel or shall be 
removed. 


(H) Inspection Pipe 


Each private sewage disposal system shall have at least one suitable inspection 
pipe, which shall be accessible to the Health Commissioner at all reasonable 
times for the inspection or sampling of effluent. If an inspection pipe does not 
exist, is not in good repair or is not accessible, such fact shall constitute a defect 
in the system under 51.051(E). 


(1) The inspection pipe shall be installed at the far end of one of the 
absorption lines, or Just beyond the last equipment or device in any other 
treatment system. 


(2) The inspection pipe shall be not less than an eight (8) inch riser of 
Schedule 40, SDR 22 or SDR 26 PVC pipe or vitrified clay pipe extending 
above the surface of the ground, with a safely secured easily removable 
cap or cover and with its lower end connected and arranged to permit the 
collection, by dipping, of an effluent sample. 


Sec. 51.053 Construction Permit. 


(A) Construction Permit Required 


An owner or permittee shall first obtain a construction permit from the Health 
Commissioner prior to the commencement of any excavation, construction, 
alteration, repair, modification or addition to any existing or new private sewage 
disposal system. 


(B) Permit to be Posted 
No person shall perform any work on a private sewage disposal system project 


unless a valid construction permit is first obtained and is properly posted in a 
conspicuous place at or near the building where the private sewage disposal 


system is to be constructed. The permit shall be plainly visible from the public 
thoroughfare serving the building until the project is completed. 


(C) Application for Permit 


The application for such permit shall be submitted to the Health Commissioner on 
a form provided by the Health Commissioner and shall be supplemented by any 
plans, specification and other information deemed necessary by the Health 
Commissioner or as required by 410 IAC 6-8.1-48. 


(D) Permit Fees 


Prior to the issuance of any permit, each owner/permittee shall first tender to the 
Treasurer of Allen County, Indiana, a fee or fees, which shall be deposited into 
the City-County Health Fund, for each system being constructed, modified, 
altered or repaired in accordance with the following schedule. 


(1) New construction - $75.00 


(2) Alteration, modification or repair of existing system - $50.00 
(3) Revision of existing permit prior to construction - $20.00 
(E) Term and Renewal 


A construction permit shall be valid for one (1) year from the date of issuance, 
and may be renewed for up to an additional six (6) months upon application. If 
the permit is renewed, the permittee shall comply with any changes in the rules, 
standards or requirements which may have come into effect subsequent to the 
original date of issuance. The construction permit is not transferable. 


Sec. 51.054 Installers Registration. 


(A) Registration Requirements 


Except for a person working on his/her/its own private sewage disposal system 
which serves the dwelling in which he/she/it resides, no person shall construct, 
install, replace, alter, modify or repair any private sewage disposal system unless 
that person has first registered with the Department as an installer. Persons 
required to be registered shall be given a grace period of up to six (6) months 
after the effective date of this Ordinance in which to register with the Department. 
Application for registration shall be on forms provided by the Department. 


(B) Conditions for Registration 


(1) Every person required to register under this section shall be 
knowledgeable of all laws, rules and regulations of both the state and 
county governing private sewage disposal systems. Prior to registration, 
the applicant must demonstrate knowledge of the applicable laws, rules 
and regulation by passing a proficiency exam conducted by the 
Department with a score of eight percent (80%) or higher. The 
registration exam shall be reviewed from time to time to determine its 
applicability to current laws, rules and regulations. Where taking a 
written exam is not feasible, due to language or reading difficulties, 
arrangements will be made to allow for an oral examination to assure 
proficiency. Opportunity for reexamination shall be afforded to an 
applicant upon request but no more frequently than once per month. 


(C) Seminar 


At the request of the Health Commissioner, but not more than once per year, a 
person registered under this section shall attend a seminar on sewage disposal 
conducted by the Department of the Indiana State Department of Health. 


(D) Expiration 


Registrations under this section shall expire annually on December 31. Each 
installer shall be required to re-register annually on or before January 15 of each 
succeeding year. 


(E) Annual Fee 


For a period of six (6) months after the effective date of this Ordinance, 
registration under this section shall be without fee. After that date, an annual 
registration fee of $40.00 will be charged which shall be paid not later than 
January 31 of each year. 


(E) Notice of Violation 


Whenever the Health Commissioner determines that there has been a violation of 
any provision of this Ordinance or the applicable rules and regulations of the 
Indiana State Department of Health by an installer, the Health Commissioner 
shall give written notice, in person or by certified mail, of the alleged violation to 
the installer. Such notice shall include the following: 


(1) A statement of the alleged violation. 


(2) An order allowing a reasonable time for the performance of any act 
required to correct the violation. 


(G) Suspension or Revocation 


If the violation is not corrected within the designated time, the Health 
Commissioner may suspend or revoke the installer’s registration subject to the 
provisions contained in 51.058 (B), (C) or (D). 


(1) If the registration is suspended, the installer may be reinstated by the 
Health Commissioner upon correction of all violations. 


(2) If the registration is revoked, the Health Commissioner shall require, at a 
minimum, that the installer: 1) be retested; 2) pay the registration fee; 
and, 3) correct all outstanding violation to the satisfaction of the Health 
Commissioner prior to being re-registered. 


(H) Not Registered 


Any person constructing, installing, replacing, altering or repairing any private 
sewage disposal system who is not registered as an installer under this section 
shall be deemed to be in violation of this Ordinance and shall be subject to all 
penalties set forth in $51.059. 


Sec. 51.055 Inspection. 


(A) Commencement of Construction 


Upon issuance of a construction permit under $ 51.053(A), the permittee may 
commence installation and construction of the private sewage disposal system. 
The Health Commissioner may inspect the work at any state of construction. 


(B) Inspection 


Upon substantial completion of the installation, the permittee shall notify the 
Heath Commissioner that the work is ready for inspection. No portion of the 
installation shall be covered until the inspection is made. 


(1) No portion of the installation shall be used and, when the system serves a 
new building, no person shall be permitted to use the building or buildings 
until the inspection has been completed and the system is found to be in 
compliance and an operation permit has been issued. 


(2) The inspection shall be made within two (2) working days of the receipt of 
notice by the Health Commissioner that the system is ready for inspection. 


(C) Issuance of Operation Permit 


If the system meets all requirements and is in compliance with the law, the Health 
Commissioner shall issue an Operating Permit. 


(D) Operating Permit Required 


It shall be unlawful for any person to use or operate a private sewage disposal 
system unless said person possesses a valid operating permit issued by the Health 
Commissioner. 


(E) Valid Period 
The Operating Permit shall be valid until there is a change in the use associated 


with the system. The issuance date shall appear on the Permit. The operation 
permit is not transferable. 


(E) Application for Permit 


The application for an operation permit shall be made to the Health 
Commissioner on forms provided by the Health Commissioner. 


(G) Time of Issuance 

An operating permit shall be issued within five (5) days of the inspection of the 
system once the Health Commissioner has determined that the permittee has 
complied with all applicable provisions of this ordinance, the related state rules 
and regulations and tendered the appropriate permit fee. 


(H) Renewal 


Renewal of the Operating Permit is the duty of the permittee. 


Sec. 51.056 Maintenance And Sampling. 


(A) Sanitary Condition Mandatory 


Every private sewage disposal system shall be constructed and maintained so that 
the effluent leaving the Permittee’s system shall be sanitary. 


(B) 


Inspection and Sampling 


The Health Commissioner shall be permitted to enter upon any property at any 
reasonable time to inspect and take samples from a private sewage disposal 
system. If said test results should indicate a residential or commercial sewage 
disposal system failure, said failure shall constitute a violation of §51.051(E). 


Sec. 51.057 Economic Hardship. 


(A) 


Economic Hardship 


In the event an owner/permittee is unable to comply with the provisions of 
51.051(B) due to the economic hardship that might be imposed, then the Health 
Commissioner may, upon application and proof of inability to pay the cost of 
compliance, extend the period within which said owner/permittee shall be 
required to make the hook-up provided the owner/permittee has an existing 
private sewage disposal system which is operating properly. 


Sec. 51.058 Denial, Suspension, Revocation. 
(A) Denial and Approval of Permit 


(1) 


(2) 


(3) 


In the event the Health Commissioner determines that the application for 
the Construction Permit and/or Operating Permit does not meet the 
standards set forth in this chapter, then the Health Commissioner shall be 
required to notify the Permittee of such denial in writing, within thirty (3) 
days of the original application, stating the specific reasons for the denial 
of the permit. 


Failure of the Health Commissioner to issue a written denial of a permit 
an/or to issue specific written directions regarding corrective actions that 
need to be taken to obtain the permit within thirty (30) days from the date 
of application of the Construction Permit shall be construed as an 
approval of the Construction Permit. In the event the Health 
Commissioner issues written directives regarding corrective actions, then 
the permittee and/or his agent shall have a reasonable amount of time to 
address the items set forth in the directives in order to be able to obtain 
the Construction Permit. 


Failure of the Health Commissioner to issue a written denial of an 
Operating Permit and/or to issue specific written directions regarding 
corrective actions that need to be taken to obtain the permit within ten 


(10) days from the date of application of the Operating Permit shall be 
construed as an approval of the Operating Permit. In the event the Health 
Commissioner issues written directives regarding corrective actions, then 
the Permittee and/or his agent shall have a reasonable amount of time to 
address the items set forth in the directives in order to be able to obtain 
the Operating Permit. 


(B) Suspension of Permit/Registration 


The Health Commissioner may order the suspension of a Construction Permit or 
Operation Permit or installer registration. The Health Commissioner may order 
the suspension of a permit or registration for any of the following reasons: 


(1) Failure to meet any of the standards of any of the provisions of this 
Ordinance or violations of any of provisions of this Ordinance. 


(2) Interference with the Health Commissioner in the performance of his/her 
duties. Interference shall be defined as the process of obstructing, 
hampering or blocking the Health Commissioner in the performance of 
his/her duties. 


(3) At the request of the permittee or installer, a hearing shall be afforded 
him/her/it within twenty-four (24) hours of the issuance of the written 
suspension order. Said hearing shall be conducted as set forth in 
51.058(E). 


(C) Revocation or Permit/Registration 


Any permit and/or registration issued hereunder may be revoked by the Health 
Commissioner as the result of the willful or continued violation of any provision 
of this Ordinance. No such revocation shall be ordered by the Health 
Commissioner except after a hearing held pursuant to 51.058(E) upon at least ten 
(10) days written notice to the owner/permittee/installer of the time, place and 
nature of said hearing. Said notice of hearing shall be served upon the 
owner/permittee/installer by leaving, or mailing (certified mail) the notice to the 
address listed by the owner/permittee/installer at his/her/its address on the 
permit, application or installer registration application. 


(D) Immediate Revocation 


Notwithstanding any of the other provisions of this Ordinance, whenever the 
Health Commissioner finds insanitary or other conditions, which, in his/her 
opinion constitute an imminent health hazard, he/she may, without notice or 
hearing, issue and serve a written order on the owner/permittee/installer 
requiring the immediate cessation of operation/installation. Said written order 


shall site the existence of the imminent health hazard and shall specify the 
corrective action to be taken. Such order shall be effective immediately. Upon 
petition to the Health Commissioner, the permittee/installer shall be afforded a 
hearing within twenty-four (24) hours of the issuance of the written order. Said 
hearing shall be conducted as set forth in 51.058(E). 


(E) Hearing 


At any hearing required under this Ordinance, every owner/permittee/installer 
who is a party to such proceeding shall have the right to submit evidence, to cross 
examine witnesses and to be represented by counsel. All such hearings shall be 
conducted in an informal manner, but irrelevant, immaterial or unduly repetitious 
material shall be excluded. Upon the conclusion of the hearing, the Health 
Commissioner shall issue a final order determining the issue(s) which shall be 
conclusive on all parties subject to the right of appeal. 


(F) Appeal 


(1) Any owner/permittee/installer aggrieved by an final order of the Health 
Commissioner shall be entitled to a review of the final order before the 
Board by filing a written request with the Secretary for the Board within 
fifteen (15) days of the Health Commissioner ’s final order. 


(2) Upon the Secretary’s receipt of such request, the Board shall hear the 
matter de novo in open hearing upon at least ten (10) days written notice 
of the time, place and nature thereof. The notice shall be issued by the 
Secretary for the Board to owner/permittee/installer filing the request. 


(3) The notice shall be served upon the owner/permittee/installer by leaving 
or mailing (certified mail) the notice to the address listed on the 
application as his/her/its address or such other address he/she/it shall 
designate in writing. 


(4) At such hearing, the same rules of procedure shall apply as in the case of 
the hearing before the Health Commissioner. Upon written demand by the 
owner/permittee/installer, the Board shall cause the proceedings before it 
to be recorded by a stenographer or reporter employed for such purpose, 
and the same, together with all papers and documents filed therein, shall 
be reproduced by said Commissioners of Allen County, Indiana in the 
form of a transcript, a copy of which shall be available to any party. 


(5) The expense of such proceedings shall be charged to the 
owner/permittee/installer who applied for the review, except that copies of 
the transcript shall be at the expense of the party obtaining same. The 


Commissioners of Allen County, Indiana may require the deposit of an 
amount determined to secure such expense. 


(6) The Board shall make written findings of facts and shall enter its final 
order or determination of the matter in writing in the permanent records 
of the Board. 


Sec. 51.059 Penalties. 


(A) Enforcement 


It shall be the duty of the Department and/or the Health Commissioner to enforce 
the provisions of this Ordinance. Any permit or registration issued in conflict 
with the provisions of this Ordinance shall be null and void. A violation of an 
order issued by the Health Commissioner or Board shall be considered to be a 
violation of this Ordinance. 


(B) Violations 


Whenever the Health Commissioner determines that any owner, permittee, 
installer or any other person, is in willful violation of any of the provisions of this 
Ordinance, the Health Commissioner shall furnish evidence of said willful 
violation to the Prosecuting Attorney of Allen County, Indiana or the attorney for 
the Board who shall seek all appropriate legal remedies against the person(s). 


(C) Penalty 


Any person who willfully violates any of the provisions of this Ordinance shall be 
subject to a fine of not more than $500.00 for each violation. Each day of the 
existence of any violation of this Ordinance shall be considered to be a separate 


offense. 
(D) Injunction 


The Health Commissioner may bring an action for an injunction in the Circuit or 
Superior Court of Allen County, Indiana, to restrain any person from violating 
the provisions of this Ordinance, or to cause such violation to be prevented, 
abated or removed. 


(E) Expense 


Any person violating any of the provisions of this Ordinance shall be liable to the 
Department for the expense, loss or damage occasioned by reason of such 
violation, including reasonable attorney's fees and court costs. 


(F) Cumulative 


The remedies provided in this section shall be cumulative, and not exclusive, and 
shall be in addition to any other remedy provided by law. 


Sec. 51.066. Water Obtained from Sources Other Than City's Water Utility. 


Where the property obtains any part or all of the water used from sources other than 
the City's Water Utility, the owner or the tenant shall may be required by the City to 
install and maintain at the user's own expense a meter or meters acceptable to the 
City for the quantity of water obtained from these other sources. Once installed no 
such meter may be bypassed for any reason. 


Sec. 51.067. Exempt Water - General. 


Where a significant portion of the metered water does not and cannot enter the sewerage 
system, either directly or indirectly, the person having charge of the property may request 
permission from the City to install at the user's expense either an approved meter or meters 
to determine the quantity of water that cannot enter the sewerage system or an approved 
sewage-measuring device or devices to determine the volume of sewage that actually enters 
the sewerage system. In any case the service charge shall be based on the quantity of water 
that can or actually does enter the public sewers but in no case shall it be less than the 
minimum charge for the class of user served. Plans and specifications for all such meters 
shall be submitted to the Superintendent of the Water Pollution Control Plant and approved 
prior to installation. 


Sec. 51.068.5. Deposit to ensure payment of sewer fees - 
Refunds - Forfeitures - Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utilities may require the owner, 
lessees, or users of property served by the Utility to pay a deposit to ensure 
payment of sewer fees. 


(b) The deposit required shall equal the estimated average payment due from the 
property served by the Utility for a three (3) month period. Deposits shall be 
retained in a separate fund. 


(c) The deposit, less any outstanding penalties and service fees, shall be refunded to 
the depositor after a notarized statement from the depositor that as of a certain 
date the property being served: 


L. Has been conveyed or transferred to another person; or 


2. No longer uses or is connected with any part of the municipal sewage 
system. 


A statement under subdivision (1) must include the name and address of the person to 
whom the property is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees within sixty (60) days after the 
termination of his use or ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount shall be applied to the 
depositor’s outstanding fees. Any excess that remains due after application of the 
forfeiture may be collected in the manner set out in Sec. 51.099 and Sec. 51.100 
herein. A deposit may be used to satisfy all or part of any judgment awarded the 
municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the depositor 
for more than seven (7) years after the termination of the services for which the 
deposit was made becomes the property of City Utilities. 


Sec. 51.069. Residential User Charges. 


A. In City Service Charge 
1, In City 


Charges for services rendered to residents with the corporate boundaries of the 
City of Fort Wayne shall be based on metered water consumption unless 
otherwise measured in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 67.44 
Conveyance, Collection, Billing 52.54 
Capital 29.59 
Total User Charge 149.57 


2. In City Billing Charge 


Residential users inside the City shall be billed a monthly billing fee of $1.65. 


Outside City Service Charge 
L. Outside City 


Charges for services rendered to residents outside the corporate boundaries of 
the City of Fort Wayne shall be base don metered water consumption unless 
otherwise measured in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 84.30 
Conveyance, Collection, Billing 65.68 
Capital 36.99 
Total User Charge 186.97 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne shall 
be billed a monthly billing fee of $1.65. 


Hereinafter inside city or outside city shall be read to distinguish users located within or 
outside the corporate boundaries of the City of Fort Wayne. 


C. 


User Flat Charges 


In the event that any user in this classification is not a metered water customer, there 
shall be imposed flat charge rates as follows: 


Monthly Flat 
Classification of Customer Charge (1) 
In City Outside-City 
Residential User-Single Family $16.61 $20.76 
Dwelling 
Residential User-Multi Family 
Dwelling To be estimated by City 
1) Monthly flat charges for multi-family dwellings shall be based on the number of 
Jamily units accommodated by the system multiplied by the single family dwelling 
monthly charges. 
2) The Utility shall retain documentation supporting its estimates and the billings 


based thereon such determination of billings may be reviewed and adjusted by the 


Utility at any time. However, no adjustment, additional charge or refund may be 
made more than six (6) years after the due date of the billing sought to be 
adjusted. 


Inbalco Capital Surcharge - per month $4.65 


Sec. 51.070. Industrial User Charges. 


A, 


Service Charge 


Charges for services rendered shall be based on metered water consumption unless 
otherwise measured in accordance with the following charges for this classification of 
service: 


!) 


2) 


C 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 

Total User Charge 149.57 186.97 
Other Industrial User Charges 


Inside City Outside City 


Monthly billing charge-per bill $ 1.65 $ 1.65 


Excess Strength of Wastes Surcharge - in the event an industrial user contributes 


waste having strength of sewage in excess of domestic waste characteristics, as 
herein defined, a surcharge based on the following unit process charges will be in 
effect for all waste found to be in excess of limitations: 


Cents Per Pound 


Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 
User Flat Charges 


In the even any user in this classification is not metered water customer, there shall be 
imposed a flat charge estimated by the City. 


Sec. 51.071. 


A, 


Commercial User Charges 


Service Charge 


Charges for services rendered shall be based on metered water consumption unless 
otherwise measured in accordance with the following charges for this classification of 


service: 

Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 102.77 186.97 

B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge rate estimated by the City. 


C: 


L 


Other Commercial Charges 


Inbalco Capital Surcharge - per month $4.65 
2. Monthly Billing Charge - per bill 
Inside City Outside City 
1.65 1.65 


3 


Excess Strength 


a. 


In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as 
hereinbefore defined, such user will be charged for surveillance and 
surcharges as set forth elsewhere herein for Industrial Users, except as set 
out in the following paragraph. 


Restaurants - Commercial users primarily engaged in the business of 
preparing and selling cooked food items and beverages shall pay an extra- 
strength surcharge of 36.76 cents per one hundred cubic feet in lieu of 
those scheduled surcharges otherwise set forth herein. For the purposes 
of this Chapter, a user qualified to hold a supplemental retailer's permit 
under Indiana Code 7.1-3-16.5-2(a) or (b) shall be presumed to fall within 
this category. 


Sec. 51.072. Institutional User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption unless 
otherwise measured in accordance with the following charges for this classification of 
service: 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 102.77 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge estimated by the City. 


C: Other Institutional Charges 


Inside City Outside City 
A Monthly Billing Charge - per bill 1.65 1.65 


2 Excess Strength 
In the event any user under this classification contributes waste having a strength 
of sewage in excess of domestic waste characteristics as herein defined, such user 


will be charged for surveillance and surcharges as set forth elsewhere herein for 
Industrial Users. 


3; Inbalco Capital Surcharge - per month $ 4.65 
Sec. 51.073. Governmental User Charges. 


A, Service Charge 


Charges for services rendered shall be based on metered water consumption unless 
otherwise measured in accordance with the following charges for this classification of 
service: 


Cents per 100 cu. ft. Inside City Outside City 


Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 
B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge estimated by the City. 


C. 


Other Governmental User Charges 


Inside City Outside City 
Monthly Billing Charge - per bill 1.65 1.65 


Excess Strength 


In the event any user under this classification contributes waste having a strength 
of sewage in excess of domestic waste characteristics as hereinbefore defined, 
such user will be charged for surveillance and surcharges as set forth elsewhere 
herein for Industrial Users. 


Inbalco Capital Surcharge - per month $4.65 


Sec. 51.074. Contract Customers - Unit and Other Charges. 


In the event the City consummates a contract to serve as a regional treatment plant for any 
other municipality or private sewage utility, either contiguous to the City or in its environs, 
said contract shall provide for the following unit charges: 


a) 


b) 


Volume Charge (cents per 100 cu. ft.). 


Treatment 56-06 67.44 
Castel Chere 34 
56-40 


Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection costs attributable to the portion of 
the conveyance system and operating costs associated therewith available to used-by 
the contract customer shall be computed by the City and added to the velume 
surcharge treatment cost to arrive at the contractee’s total metered rate. 


c) Flat Charge. 


In addition to the foregoing charge based on volume of sewage treated and conveyed 
each contract customer will pay a monthly billing charge of $345 $1.65 and a an 
appropriate monthly surveillance charge of $446.65 based on the type of testing 
necessary according to the contractee’s customer base. 


d) Excess Strength of Waste Surcharge. 


In the event anmstitutional user a contract customer contributes waste having a 
toxic strength in excess of domestic waste characteristics, as hereinbefore defined, a 
surcharge based on the following unit process charges will be in effect for all waste 
found to be in excess of limitations: 


Cents Per Pound 


Suspended Solids - (SS) $642 $6.83 
Biochemical Oxygen Demand - (BOD) 679 14.17 
Phosphorus - (P) 5544 96.17 
Ammonia - (NH-3) 16-3 20.74 


Sec. 51.075. Bulk Waste Charges. 
Industrial - for all industrial waste suitable for disposal directly through the-plant-disestors 


which has been delivered by the-Custemer an approved waste hauler to City's plant - 
$28750 $93.81 per load. For purposes of computing charges hereunder, a load is defined 
as $009 7,000 gallons of tank capacity or fraction thereof. 


Domestic - for all domestic waste delivered to plant by customer's truck or tank - $37.25 
$56.24 per load. For purposes of computing charges hereunder, a load is defined as 1,000 
gallons of tank capacity or fraction thereof. 


All bulk waste haulers shall also be assessed a billing charge of $1.65 per bill. 


Sec. 51.076. Liability for Surcharge. 


Each user discharging wastes into the sewerage collection system shall be subject to a 
strength-of-wastes surcharge, in addition to other sewage service charges imposed by this 
ordinance, based on the following minimum strength characteristics to the extent that such 
wastes are in concentrations greater than: 


Sec. 51.077. Computation of Surcharge. 


The surcharge shall be determined as follows: 


The excess pounds of BOD or COD (whichever results in the higher charge) suspended 
solids, phosphorus and ammonia will each be computed by first multiplying the user's 
billing sewage volume measured in units of 100 cubic feet for the current billing period by 
the factor 0.0062321 and then multiplying this product by the difference between (a) the 
concentrations measured in milligrams per liter, of the BOD (or COD), suspended solids, 
phosphorus and ammonia respectively in the user's sewage and (b) the allowed 
concentrations set out in Section 24-38 51.076. The surcharge for each constituent will then 
be determined by multiplying the excess pounds of each constituent by the appropriate rate 
of surcharge. set-outin—Section2431. In the event COD measurement is used, as 
hereinbefore provided, 50% of the excess pounds measured will be used to compute the 
equivalent BOD charge. 


Sec. 51.078. Continuing Surveillance Sampling/Waste Evaluation Charges. 


All users discharging wastes into the system requiring continuing surveillance sampling and 
waste evaluation shall be subject to the following amenthly fixed charge to cover the costs 
of such services seks Sade od per oe aN mie er Gen ans 


Monthly Evaluation Charges 


Type 1 Evaluation $104.33 

Type 2 Evaluation (includes metals) 153.58 
Evaluation Charges - Per Occurrence 

Type I Evaluation $313.00 

Type 2 Evaluation (includes metals) 460.75 

Grab Compliance (FOG) 76.00 

Composite Compliance 190.00 * 


* Plus applicable laboratory testing charges. 


Sec. 51.099. Delinquent Fees and Penalties as Liens; Duplicates - Collection. 


Delinquent charges for sewerage services and/or stormwater services, and applied penalties, 
recording fees and service charges may be made a lien upon the property when the 
delinquent party is the property owner and may be collected in accordance with the 
provisions of Indiana Code 36-9-23-31, 36-9-23-32 and 36-9-23-33. 


Sec. 51.100. Collection Through Court Actions. 


In addition to the foregoing remedies, the City may recover the amount of the charges for 
sewerage services, penalties of 10% of the delinquent fees and reasonable attorney's fees in a 
civil action, and may foreclose liens established by this Chapter in accordance with Indiana 
Code 36-9-23-34. 


Sec. 51.111. Enforcement. 


Those provisions of this Chapter not specifically dealt with elsewhere shall be enforced by 
the Superintendent of the -Water Polutien-_Contrel Plant Director of City Utilities and such 
deputies as ke, with the approval of the Board of Public Works, may be appointed for such 
purposes. Whenever said Director Superintendent or any such deputy shall deem it 
appropriate to charge any person with a violation(s) of this Chapter, he shall issue to such 
person a Notice of Violation and/or Summons, which shall be processed according to the 
provisions of Indiana Code (34-4-32-1) and the Sewer Utility Rules and Regulations, or 
pursuant to an ordinance adopted in accordance with I.C.§36-1-6-9. 


Sec. 51.999. Penalty for Violations. 


Any person who violates or fails to comply with any provision of this Chapter or of the 
Rules and Regulations of the Board of Public Works or Administrative Orders ee 
thereto, shall be a a i 
thereofte subject to a fiue Be up to "$1,000.00 $2, 500. 00 per ae a as set out at 
Section 10.99 of the City of Fort Wayne Code of Ordinances or as otherwise provided by 
Indiana Law Code34432-4. Each day that such violation(s) or noncompliance continues 
shall constitute a separate offense. 
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DATED: 
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Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (ANNEXATION) (APPROPRIATION) (GENERAL ) (SPECIAL) 
(ZONING) ORDINANCE RESOLUTION NO. 
on the day of 3—19 
ATTEST: SEAL 
SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER 
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Approved and signed by me this day 
of <19 » at the hour of 
o'clock Mus ESS T. 


- 


PAUL HELMKE, MAYOR i 


ee ee 


ae G-97-04-10 We eee à 
a Ee A E DA E E 


REPORT OF THE COMMITTEE ON a 


JOHN N. CRAWFORD - DONALD J. SCHMIDT - CO-CHAIR 
ALL COUNCIL MEMBERS 


WE, YOUR COMMITTEE ON FINANCE TO WHOM 


WAS REFERRED AN (ORDINANCE) (REXOXXRKKKQKNX amending Chapter 
51 of the City of Fort W 
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Sandra E. Kennedy 
City Clerk 


The City of Fort Wayne Se ae 


City Utilities 
ee ae 0O 
MEMORANDUM 
TO: Fort Wayne City Council Members 
FROM: Linda Peterson Powell, Counsel to City viis M 
DATE: May 16, 1997 
RE: ORDINANCE AMENDING CHAPTER 51 


The following changes to an Ordinance Amending Chapter 51, Ordinance No. G-97-04-10 are 
necessary due to scriveners or mathematical errors: 


vw Page 22, Line 22 reading 7.44, should read 67.44 
i» Page 23, Line 21 Outside City rate currently reads 20.76, should read 20.35 
laga aT, lra & 73 Laside City To tal Shavld read /FFST7 
Further, all references to the Imbalco Capital Surcharge of $4.65 should be deleted. 
Specifically, the following sections and lines on/or/about are affected: 


Us Page 24, Line 3 delete 

Le- Page 25, Line 19 delete 
Page 26, Line 24 delete 

py Page 27, Line 21 delete 


If you have questions concerning this information, please feel free to contact me at 
427-1344. 


mlg 
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to the depositor after a notarized statement from the 7 


certain date the property being served: pyr eclol] 


i Has been conveyed or transferred to another p VA ¢ 
Ze No longer uses or is connected with any part « 
system. 


A statement under subdivision (1) must include the name and address of the person 
to whom the property is conveyed or transferred. 


(d) Ifa depositor fails to satisfy costs and fees within sixty (60) days after the 


termination of his use or ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount shall be applied to the 
depositor’s outstanding fees. Any excess that remains due after application 
of the forfeiture may be collected in the manner set out in Sec. 51.099 and 
Sec. 51.100 herein. A deposit may be used to satisfy all or part of any 
judgment awarded the municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the 


depositor for more than seven (7) years after the termination of the services 
for which the deposit was made becomes the property of City Utilities. 


Sec. 51.069. Residential User Charges. 


A. In City Service Charge 


i In City 


Charges for services rendered to residents within the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 67.44 
Conveyance, Collection, Billing 52.54 
Capital 29.59 
Total User Charge 149.57 


oY In City Billing Charge 


Residential users inside the City shall be billed a monthly billing fee of $1.65. 
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B. Outside City Service Charge 
1. Outside City 
Charges for services rendered to residents outside the corporate boundaries of 
the City of Fort Wayne shall be based on metered water consumption, unless 


otherwise measured. in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 84.30 
Conveyance, Collection, Billing 65.68 
Capital 36,99 
Total User Charge 186.97 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne 
shall be billed a monthly billing fee of $1.65. 


Hereinafter “inside City” or “outside City” shall be read to distinguish users located 
within or outside the corporate boundaries of the City of Fort Wayne. 


C: User Flat Charges 


In the event that any user in this classification is not a metered water customer, there 
shall be imposed flat charge rates as follows: 

Monthly Flat 
Classification of Customer Charge (1) 


In Citv Outside- 
City 


$16.61 C $20.38 


To be estimated by City 


Residential User-Single Family Dwelling 


Residential User-Multi Family Dwelling 


1) Monthly flat charges for multi-family dwellings shall be based on the number 
of family units accommodated by the system multiplied by the single family 
dwelling monthly charges. A 25% surcharge shall apply to the rates charged 
to users outside the City. 


2) The Utility shall retain documentation supporting its estimates and the 
billings based thereon. Such determination of billings may be reviewed and 
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adjusted by the Utility at any time. However, no adjustment, additional 
charge or refund may be made more than six (6) years after the due date of 
the billing sought to be adjusted. 


Sec. 51.070. Industrial User Charges. ë 


À. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


B. Other Industrial User Charges 


Inside City Outside City 
1) Monthly billing charge - per bill $ 1.65 $ 1.65 


2) Excess Strength of Wastes Surcharge - in the event an industrial user 


contributes waste having strength of sewage in excess of domestic waste 
characteristics as herein defined, a surcharge based on the following unit 
process charges will be in effect for all waste found to be in excess of 


limitations: 

Cents Per Pound 
Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


C: User Flat Charges 


In the even any user in this classification is not a metered water customer, there shall 
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be imposed a flat charge estimated by the City. A 25 % surcharge shall apply to the 
rate charged to such users located out the City. 


Sec. 51.071. Commercial User Charges 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 186.97 
B. User Flat Charges ISES 7 


In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge rate estimated by the City. A 25% surcharge shall apply to 
the rate charged to users located outside the City. 


C. Other Commercial Charges 


2. Monthly Billing Charge - per bill Inside City Outside 
City 
1.65 1.65 
a Excess Strength 
a. In the event any user under this classification contributes waste 


having a strength of sewage in excess of domestic waste 
characteristics as herein defined, such user will be charged for 
surveillance and surcharges as set forth elsewhere herein for Industrial 
Users, except as set out in the following paragraph. 


b. Restaurants - Commercial users primarily engaged in the business of 
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preparing and selling cooked food items and beverages shall pay an 
extra-strength surcharge of 36.76 cents per one hundred cubic feet in 
lieu of those scheduled surcharges otherwise set forth herein. For the 
purposes of this Chapter, a user qualified to hold a supplemental 
retailer's permit under Indiana Code 7.1-3-16.5-2(a) or (b) shall be 
presumed to fall within this category. 


Sec. 51.072. Institutional User Charges. 
A. Service Charge 
Charges for services rendered shall be based on metered water consumption, unless 


otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge estimated by the City. A 25% surcharge shall apply to the 
rate charged to users located outside the City. 


C. Other Institutional Charges 
Inside City Outside City 
l. Monthly Billing Charge - per bill 1.65 1.65 


N 


Excess Strength 


In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as herein 
defined, such user will be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 
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Sec. 51.073. Governmental User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification 
of service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 
B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall 
be imposed a flat charge estimated by the City. A 25% surcharge shall apply to the 
rate charged to users located outside the City. 


C. Other Governmental User Charges 
Inside City Outside 
City 
i Monthly Billing Charge - per bill 1.65 1.65 
2: Excess Strength 


In the event any user under this classification contributes waste having a 
strength of sewage in excess of domestic waste characteristics as hereinbefore 
defined, such user will be charged for surveillance and surcharges as set forth 
elsewhere herein for Industrial Users. 


Sec. 51.074. Contract Customers - Unit and Other Charges. 
In the event the City consummates a contract to serve as a regional treatment plant 


for any other municipality or private sewage utility, either contiguous to the City or 
in its environs, said contract shall provide for the following unit charges: 
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THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING * ROOM122 + FORT WAYNE, INDIANA 46802 + 219-427-1221 


SANDRA E. KENNEDY. CITY CLERK 


April 28, 1997 


Ms. Connie Lambert 

Fort Wayne Newspapers, Inc. 
600 West Main Street 

Fort Wayne, IN 46802 


Dear Ms. Lambert: 


Please give the attached full coverage on the date of May 2, 1997, 
in both the News Sentinel and Journal Gazette. 


RE: Legal Notice for Common Council 
of Fort Wayne, IN 


Notice of a Public Hearing 

Baki. Ne. . G=97=04=L0 

Concerning changes or readjustments in 
fees charged by the City of Water 
Pollution Control Utility ("Sewage 
Works") 


Please send us 3 copies of the Publisher's Affidavit- from BOEN 
newspapers. 


Thank you. 


Sincerely yours, 


Sandra E. Kennedy 
City Clerk 


SEK/ne 
ENCL: al 


AN EQUAL OPPORTUNITY EMPLOYER 
» GG 337M 


NOTICE OF PUBLIC HEARING CONCERNING 
PROPOSED CHANGES OR READJUSTMENTS OF 
FEES CHARGED BY THE CITY OF FORT WAYNE 


WATER POLLUTION CONTROL UTILITY (“SEWAGE 
WORKS”). 


NOTICE IS HEREBY GIVEN THAT THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA, WILL CONDUCT A PUBLIC HEARING ON TUESDAY, MAY 13, 1997, AT 5:30 PM 
(LOCAL TIME) IN THE COMMON COUNCIL CONFERENCE ROOM, ROOM 128, CITY- 
COUNTY BUILDING, ONE MAIN STREET, FORT WAYNE, INDIANA, CONCERNING 
CHANGES OR READJUSTMENTS IN FEES CHARGED BY THE CITY OF WATER POLLUTION 
CONTROL UTILITY (“SEWAGE WORKS”) PROPOSED BY BILL NO. G-97-04-10 
INTRODUCED AT THE APRIL 22, 1997 MEETING OF THE COMMON COUNCIL. THE 
PROPOSED SCHEDULE OF FEES IS AS FOLLOWS: 


1. Deposit to ensure payment of sewer fees - Refunds - Forfeitures -Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utilities may require the owner, lessee, 
or user of property served by the Utility to pay a deposit to ensure payment of 
sewer fees. 


(b) The deposit required shall equal the estimated average payment due from the 
property served by the Utility for a three (3) month period. Deposits shall be 
retained in a separate fund. 


(c) The deposit, less any outstanding penalties and service fees, shall be refunded to 
the depositor after a notarized statement from the depositor that as of a certain 
date the property being served: 


l. Has been conveyed or transferred to another person; or 
2: No longer uses or is connected with any part of the municipal sewage 
system. 


A statement under subdivision (1) must include the name and address of the person to 
whom the property is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees within sixty (60) days after the 
termination of his use or ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount shall be applied to the 
depositor’s outstanding fees. Any excess that remains due after application of the 
forfeiture may be collected in the manner set out in Sec. 51.099 and Sec. 51.100 
herein. A deposit may be used to satisfy all or part of any judgment awarded the 
municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the depositor 


for more than seven (7) years after the termination of the services for which the 
deposit was made becomes the property of City Utilities. 


2. Residential User Charges. 


A. 


B. 


In City Service Charge 


1. In City 


Charges for services rendered to residents within the corporate boundaries of the 
City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment 7.44 
Conveyance, Collection, Billing 52.54 
Capital 29.59 
Total User Charge 149.57 


2, In City Billing Charge 


Residential users inside the City shall be billed a monthly billing fee of $1.65. 


Outside City Service Charge 


l. Outside City 


Charges for services rendered to residents outside the corporate boundaries of the 
City of Fort Wayne shall be based on metered water consumption, unless 
otherwise measured. in accordance with the following charges for this 
classification of service: 


Cents per 100 cu. ft. 


Treatment i 84.30 
Conveyance, Collection, Billing 65.68 
Capital 36.99 
Total User Charge 186.97 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne shall be 


billed a monthly billing fee of $1.65. 


- Hereinafter “inside City” or “outside City” shall be read to distinguish users located 
within or outside the corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 


In the event that any user in this classification is not a metered water customer, there shall 
be imposed flat charge rates as follows: 


Monthly Flat 
Classification of Customer Charge (1) 
In City Outside- 
City 
Residential User-Single Family Dwelling $16.61 $20.76 
Residential User-Multi Family Dwelling To be estimated by City 


1) Monthly flat charges for multi-family dwellings shall be based on the number of 
family units accommodated by the system multiplied by the single family 
dwelling monthly charges. A 25% surcharge shall apply to the rates charged to 
users outside the City. 


2) The Utility shall retain documentation supporting its estimates and the billings 
based thereon. Such determination of billings may be reviewed and adjusted by 
the Utility at any time. However, no adjustment, additional charge or refund may 
be made more than six (6) years after the due date of the billing sought to be 
adjusted. 


D. Inbalco Capital Surcharge - per month $4.65 


3. Industrial User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification of 
service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 


Conveyance, Collection, Billing 52.54 65.68 


Capital 29.59 36.99 


Total User Charge 149.57 186.97 


B. Other Industrial User Charges 


Inside City Outside City 
1) Monthly billing charge - per bill $ 1.65 $ 1.65 


2) Excess Strength of Wastes Surcharge - in the event an industrial user contributes 
waste having strength of sewage in excess of domestic waste characteristics as 
herein defined, a surcharge based on the following unit process charges will be in 
effect for all waste found to be in excess of limitations: 


Cents Per Pound 


Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


C. User Flat Charges 


In the even any user in this classification is not a metered water customer, there shall be 
imposed a flat charge estimated by the City. A 25 % surcharge shall apply to the rate 
charged to such users located out the City. 


4. Commercial User Charges 


À. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification of 
service: 


Cents per 100 cu. ft. Inside City Outside 
City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 


Total User Charge 102.77 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge rate estimated by the City. A 25% surcharge shall apply to the rate 
charged to users located outside the City. 


C. Other Commercial Charges 


1. Inbalco Capital Surcharge - per month $ 4.65 
2. Monthly Billing Charge - per bill Inside City Outside 
City 
1.65 1.65 
3. Excess Strength 
a. In the event any user under this classification contributes waste having a 


strength of sewage in excess of domestic waste characteristics as herein 
defined, such user will be charged for surveillance and surcharges as set 
forth elsewhere herein for Industrial Users, except as set out in the 
following paragraph. 


Restaurants - Commercial users primarily engaged in the business of 
preparing and selling cooked food items and beverages shall pay an extra- 
strength surcharge of 36.76 cents per one hundred cubic feet in lieu of 
those scheduled surcharges otherwise set forth herein. For the purposes of 
this Chapter, a user qualified to hold a supplemental retailer's permit under 
Indiana Code 7.1-3-16.5-2(a) or (b) shall be presumed to fall within this 
category. 


5. Institutional User Charges. 


À. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification of 


service: 

Cents per 100 cu. ft. Inside City Outside 
City 

Treatment 67.44 84.30 

Conveyance, Collection, Billing 52.54 65.68 

Capital 29.59 36.99 


Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge estimated by the City. A 25% surcharge shall apply to the rate 
charged to users located outside the City. 


C; Other Institutional Charges 
Inside City Outside City 


lg Monthly Billing Charge - per bill 1.65 1.65 

2. Excess Strength 
In the event any user under this classification contributes waste having a strength 
of sewage in excess of domestic waste characteristics as herein defined, such user 
will be charged for surveillance and surcharges as set forth elsewhere herein for 


Industrial Users. 


3: Inbalco Capital Surcharge - per month $ 4.65 


6. Governmental User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless 
otherwise measured, in accordance with the following charges for this classification of 
service: 


Cents per 100 cu. ft. Inside City Outside 
City 

Treatment 67.44 84.30 

Conveyance, Collection, Billing 52.54 65.68 

Capital 29.59 36.99 

Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be 
imposed a flat charge estimated by the City. A 25% surcharge shall apply to the rate 
charged to users located outside the City. 


Other Governmental User Charges 
Inside City Outside 


City 
Monthly Billing Charge - per bill 1.65 1.65 
Excess Strength 
In the event any user under this classification contributes waste having a strength 
of sewage in excess of domestic waste characteristics as hereinbefore defined, 


such user will be charged for surveillance and surcharges as set forth elsewhere 
herein for Industrial Users. 


Inbalco Capital Surcharge - per month $4.65 


7. Contract Customers - Unit and Other Charges. 


In the event the City consummates a contract to serve as a regional treatment plant for 
any other municipality or private sewage utility, either contiguous to the City or in its 
environs, said contract shall provide for the following unit charges: 


a) 


b) 


c) 


d) 


Volume Charge (cents per 100 cu. ft.). 


Treatment 67.44 


Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection costs attributable to the portion 
of the conveyance system and operating costs associated therewith available to the 
contract customer shall be computed by the City and added to the treatment cost 
to arrive at the contractee’s total metered rate. 


Flat Charge. 


In addition to the foregoing charge based on volume of sewage treated and 
conveyed, each contract customer will pay a monthly billing charge of $1.65 and 
an appropriate monthly surveillance charge based on the type of testing necessary 
according to the contractee’s customer base. 


Excess Strength of Waste Surcharge. 


In the event a contract customer user contributes waste having a toxic strength in 
excess of domestic waste characteristics, as hereinbefore defined, 


e) 


g) 


a surcharge based on the following unit process charges will be in effect for all 
waste found to be in excess of limitations: 
Cents Per Pound 


Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


Capital Charge. 


Where a contract calls for the payment of a capital charge, such shall be billed to 
the contract customer (Allen County Institutional Power Plant). 


Capital Surcharge. 


In the event a contract customer delivers sewage for treatment to the City for a 
period of 90 consecutive days which is in excess of base MGD contracted for, 
then customer will be subject to a capital charge, computed at the rate per 100 cu. 
ft. in effect for outside the City customers set out elsewhere herein, times the 
excess percentage of MGD represented by dividing actual MGD by contracted 
MGD. 


Other Provisions. 


In the event sewage received pursuant to any contract entered into under this 
section exceeds any of the limitations imposed by this Chapter, the City shall have 
the right to impose all charges, limitations and penalties applicable to any non- 
contract user by the City. Each contract entered into by the City pursuant to the 
foregoing rate classification shall provide that the contract applicable to its users 
customer shall agree to enact and maintain a Sewer Use Ordinance and User 
Charge System acceptable to the City and in conformance with the City’s 
obligations under Sec. 204 (b)(1). Public Law 92-500 as amended and 
supplemented, and guidelines and regulations promulgated thereunder by the U.S. 
Environmental Protection Agency and 40 CFR 35-905-8, 35-928-1 and 35-928-2 
and 35-935-13. 


8. Bulk Waste Charges. 


Industrial - for all industrial waste suitable for disposal which has been delivered by an 
approved Water Hauler to City's plant - $93.81 per load. For purposes of computing 
charges hereunder, a load is defined as 1,000 gallons of tank capacity or any fraction 
thereof. 


Domestic - for all domestic waste delivered to City’s plant by customer's truck or tank - 
$56.24 per load. For purposes of computing charges hereunder, a load is defined as 1,000 
gallons of tank capacity or any fraction thereof. 

All bulk waste loads delivered to the Water Pollution Control Plant shall be accompanied 
by a “Waste Hauler Manifest”, the form for which will be provided by the City. 


All bulk waste haulers shall also be assessed a billing charge of $1.65 per bill. 


9. Liability for Surcharge. 


Each user discharging wastes into the collection system shall be subject to a strength-of- 
wastes surcharge, in addition to other sewage service charges imposed by this ordinance, 
based on the following minimum strength characteristics to the extent that such wastes 
are in concentrations greater than: 


a) Biochemical oxygen demand of 300 milligrams per liter. 
b) Chemical oxygen demand of 600 milligrams per liter. 

c) Suspended solids content of 300 milligrams per liter. 

d) Phosphorus content of 10 milligrams per liter. 

e) Ammonia content of 25 milligrams per liter. 


10. Computation of Surcharge. 


The surcharge shall be determined as follows: 


The excess pounds of BOD or COD (whichever results in the higher charge) suspended 
solids, phosphorus and ammonia will each be computed by first multiplying the user's 
billing sewage volume measured in units of 100 cubic feet for the current billing period 
by the factor 0.0062321 and then multiplying this product by the difference between (a) 
the concentrations measured in milligrams per liter, of the BOD (or COD), suspended 
solids, phosphorus and ammonia respectively in the user’s sewage and (b) the allowed 
concentrations set out in Section 51.076. The surcharge for each constituent will then be 
determined by multiplying the excess pounds of each constituent by the appropriate rate 
of surcharge, In the event COD measurement is used, as hereinbefore provided, 50% of 
the excess pounds measured will be used to compute the equivalent BOD charge. 


10. Continuing Surveillance Sampling/Waste Evaluation Charges. 


All users discharging wastes into the system requiring continuing surveillance sampling 
and waste evaluation shall be subject to the following fixed charges to cover the costs of 
such services per discharge point. 


Monthly Evaluation Charges 
Type 1 Evaluation $104.33 


Type 2 Evaluation (includes metals) 153.58 


Evaluation Charges - Per Occurrence 


Type 1 Evaluation $313.00 
Type 2 Evaluation (includes metals) 460.75 
Grab Compliance (FOG) 76.00 
Composite Compliance 190.00 * 


* Plus applicable laboratory testing charges. 


11. Delinquent Fees and Penalties as Liens; Duplicates - Collection. 


Delinquent charges for sewerage services and/or stormwater services, and applied 
penalties, recording fees and service charges may be made a lien upon the property when 
the delinquent party is the property owner and may be collected in accordance with the 
provisions of Indiana Code 36-9-23-31, 36-9-23-32 and 36-9-23-33. 


12. Collection Through Court Actions. 


In addition to the foregoing remedies, the City may recover the amount of the charges for 
sewerage services, penalties of 10% of the delinquent fees and reasonable attorney’s fees 
in a civil action, and may foreclose liens established by this Chapter in accordance with 
Indiana Code 36-9-23-34. 


13. Enforcement. 


Those provisions of this Chapter not specifically dealt with elsewhere shall be enforced 
by the Director of City Utilities and such deputies as Director, with the approval of the 
Board of Public Works, may be appointed for such purposes. Whenever said Director or 
any such deputy shall deem it appropriate to charge any person with a violation(s) of this 
Chapter, he shall issue to such person a Notice of Violation and/or Summons, which shall 
be processed according to the provisions of Indiana Code (34-4-32-1) and the Sewer 
Utility Rules and Regulations, or pursuant to an ordinance adopted in accordance with 
LC. §36-1-6-9. 


14. Penalty for Violations. 


Any person who violates or fails to comply with any provision of this Chapter or of the 
Rules and Regulations of the Board of Public Works or Administrative Orders pertaining 
thereto, shall be subject to a fine of up to $2,500.00 per day as set out at Section 10.99 of 
the City of Fort Wayne Code of Ordinances or as otherwise provided by Indiana Law. 
Each day that such violation(s) or noncompliance continues shall constitute a separate 


offense. 


USERS OF THE SEWAGE WORKS, OWNERS OF PROPERTY SERVED OR TO BE SERVED BY 
THE SEWAGE WORKS, AND OTHER INTERESTED PERSONS ARE INVITED TO APPEAR 
AND BE HEARD CONCERNING THE PROPOSED FEES. THE HEARING MAY BE 
ADJOURNED FROM TIME TO TIME WITHOUT FURTHER PUBLISHED NOTICE. AFTER THE 
HEARING, THE COMMON COUNCIL MAY ADOPT THE SCHEDULE OF FEES, EITHER AS 
ORIGINALLY INTRODUCED OR AS MODIFIED. 


“REASONABLE ACCOMMODATIONS” FOR PERSONS WITH A KNOWN DISABLING 
CONDITION WILL BE CONSIDERED IN ACCORDANCE WITH STATE AND FEDERAL LAW. 
ANY PERSON NEEDING A “REASONABLE ACCOMMODATION” SHALL NOTIFY PUBLIC 


INFORMATION OFFICE (219)427-1120, TTY (219) 427-1200, AT LEAST SEVENTY-TWO 


(72) HOURS PRIOR TO THE MEETING. 


SANDRA E. KENNEDY 
CITY CLERK 


THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING * ROOM 122 « FORT WAYNE, INDIANA 46802 e 219-427-1221 


SANDRA E. KENNEDY, CITY CLERK 


May 20, 1997 


Ms. Connie Lambert 

Fort Wayne Newspapers, Inc. 
600 West Main Street 

Fort Wayne, IN 46802 


Dear Ms. Lambert: 


Please give the attached full coverage on the date of May 23, 1997, 
both the News Sentinel and Journal Gazette. 


RE: Notice for Common Council 
of Fort Wayne, IN 


Amended Notice of Proposed 
changes or readjustments of 
fees charged by the City of 
Fort Wayne Water Pollution 
Control Utility ("Sewage Works") 
(Bill No. G-97-04-10) 


Please send us 3 copies of the Publisher’s Affidavit from both 
newspapers. 
Thank you. 


Sincerely yours, 


andra E. 
City Clerk 


SEK/ne 
ENCL: 1 


AN EQUAL OPPORTUNITY EMPLOYER 
o END 337-M 


AMENDED NOTICE OF 
PROPOSED CHANGES OR READJUSTMENTS OF 
FEES CHARGED BY THE CITY OF FORT WAYNE 
WATER POLLUTION CONTROL UTILITY (“SEWAGE 
WORKS’). 


DUE TO SCRIVENERS OR MATHEMATICAL ERRORS IN THE ORIGINAL 
PUBLICATION OF A NOTICE OF PUBLIC HEARING BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA, ON TUESDAY, MAY 13, 1997 AT 5:30 
PM (LOCAL TIME) IN THE COMMON COUNCIL CONFERENCE ROOM, ROOM 128, 
CITY-COUNTY BUILDING, ONE MAIN STREET, FORT WAYNE, INDIANA, THIS 
AMENDED NOTICE IS HEREBY PUBLISHED CONCERNING CHANGES OR 
READJUSTMENTS IN FEES CHARGED BY THE CITY OF WATER POLLUTION 
CONTROL UTILITY (“SEWAGE WORKS”) PROPOSED BY BILL NO. G-97-04-10 
INTRODUCED AT THE APRIL 22, 1997 MEETING OF THE COMMON COUNCIL. 
THE PROPOSED SCHEDULE OF FEES IS AS FOLLOWS: 


1. Deposit to ensure payment of sewer fees - Refunds - Forfeitures - Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utilities may require the owner, lessee, or user 
of property served by the Utility to pay a deposit to ensure payment of sewer fees. 


(b) The deposit required shall equal the estimated average payment due from the property 
served by the Utility for a three (3) month period. Deposits shall be retained in a separate 
fund. 


(c) The deposit, less any outstanding penalties and service fees, shall be refunded to the 
depositor after a notarized statement from the depositor that as of a certain date the 


property being served: 
l. Has been conveyed or transferred to another person; or 
Zi No longer uses or is connected with any part of the municipal sewage system. 


A statement under subdivision (1) must include the name and address of the person to whom the 
property is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees within sixty (60) days after the termination of 
his use or ownership of the property served, the deposit and all accrued interest is 
forfeited. The forfeited amount shall be applied to the depositor’s outstanding fees. Any 
excess that remains due after application of the forfeiture may be collected in the manner 
set out in Sec. 51.099 and Sec. 51.100 herein. A deposit may be used to satisfy all or part 
of any judgment awarded the municipality under this chapter. 


(e) A deposit made under this section that has remained unclaimed by the depositor for more 


than seven (7) years after the termination of the services for which the deposit was made 
becomes the property of City Utilities. 


2. Residential User Charges. 
A. In City Service Charge 
il In City 


Charges for services rendered to residents within the corporate boundaries of the City of 


Fort Wayne shall be based on metered water consumption, unless otherwise measured, in 
accordance with the following charges for this classification of service: 


Cents per 100 cu. ft. 


Treatment 67.44 
Conveyance, Collection, Billing 52.54 
Capital 29.59 
Total User Charge 149.57 


2. In City Billing Charge 

Residential users inside the City shall be billed a monthly billing fee of $1.65. 
B. Outside City Service Charge 

l. Outside City 


Charges for services rendered to residents outside the corporate boundaries of the City of 


Fort Wayne shall be based on metered water consumption, unless otherwise measured. in 
accordance with the following charges for this classification of service: 


Cents per 100 cu. ft. 


Treatment 84.30 
Conveyance, Collection, Billing 65.68 
Capital 36.99 
Total User Charge 186.97 


2. Outside City Billing Charge 


Residential users residing outside the corporate boundaries of Fort Wayne shall be billed 
a monthly billing fee of $1.65. 


Hereinafter “inside City” or “outside City” shall be read to distinguish users located within or 


outside the corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 


In the event that any user in this classification is not a metered water customer, there shall be 
imposed flat charge rates as follows: 


Monthly Flat 
Classification of Customer Charge (1) 
In City Outside-City 
Residential User-Single Family Dwelling $16.61 $20.35 
Residential User-Multi Family Dwelling To be estimated by City 


1) Monthly flat charges for multi-family dwellings shall be based on the number of family 
units accommodated by the system multiplied by the single family dwelling monthly 
charges. A 25% surcharge shall apply to the rates charged to users outside the City. 


2) The Utility shall retain documentation supporting its estimates and the billings based 
thereon. Such determination of billings may be reviewed and adjusted by the Utility at 
any time. However, no adjustment, additional charge or refund may be made more than 
six (6) years after the due date of the billing sought to be adjusted. 


3. Industrial User Charges. 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless otherwise 
measured, in accordance with the following charges for this classification of service: 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 ` 65.68 
Capital 29.59 36.99 


Total User Charge 149.57 186.97 


B. Other Industrial User Charges 


Inside City Outside City 
1) Monthly billing charge - per bill $ 1.65 $ 1.65 


2) Excess Strength of Wastes Surcharge - in the event an industrial user contributes waste 
having strength of sewage in excess of domestic waste characteristics as herein defined, a 
surcharge based on the following unit process charges will be in effect for all waste found 
to be in excess of limitations: 


Cents Per Pound 


Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


C: User Flat Charges 


In the even any user in this classification is not a metered water customer, there shall be imposed 
a flat charge estimated by the City. A 25 % surcharge shall apply to the rate charged to such 
users located out the City. 


4. Commercial User Charges 


A. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless otherwise 
measured, in accordance with the following charges for this classification of Service: 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be imposed 
a flat charge rate estimated by the City. A 25% surcharge shall apply to the rate charged to users 
located outside the City. 


C Other Commercial Charges 


ty Monthly Billing Charge - per bill Inside City Outside City 
1.65 1.65 
2 Excess Strength 
a. In the event any user under this classification contributes waste having a strength 


of sewage in excess of domestic waste characteristics as herein defined, such user 
will be charged for surveillance and surcharges as set forth elsewhere herein for 
Industrial Users, except as set out in the following paragraph. 


b. Restaurants - Commercial users primarily engaged in the business of preparing 
and selling cooked food items and beverages shall pay an extra-strength surcharge 
of 36.76 cents per one hundred cubic feet in lieu of those scheduled surcharges 
otherwise set forth herein. For the purposes of this Chapter, a user qualified to 
hold a supplemental retailer's permit under Indiana Code 7.1-3-16.5-2(a) or (b) 
shall be presumed to fall within this category. 


5. Institutional User Charges. 


À. Service Charge 


Charges for services rendered shall be based on metered water consumption, unless otherwise 
measured, in accordance with the following charges for this classification of service: 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


B. User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be imposed 
a flat charge estimated by the City. A 25% surcharge shall apply to the rate charged to users 
located outside the City. 


Other Institutional Charges 
Inside City Outside City 


Monthly Billing Charge - per bill 1.65 1.65 
Excess Strength 
In the event any user under this classification contributes waste having a strength of 


sewage in excess of domestic waste characteristics as herein defined, such user will be 
charged for surveillance and surcharges as set forth elsewhere herein for Industrial Users. 


6. Governmental User Charges. 


A. 


Service Charge 


Charges for services rendered shall be based on metered water consumption, unless otherwise 
measured, in accordance with the following charges for this classification of service: 


B. 


Cents per 100 cu. ft. Inside City Outside City 
Treatment 67.44 84.30 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


User Flat Charges 


In the event any user in this classification is not a metered water customer, there shall be imposed 
a flat charge estimated by the City. A 25% surcharge shall apply to the rate charged to users 
located outside the City. 


C. 


Other Governmental User Charges 
Inside City Outside City 


Monthly Billing Charge - per bill 1.65 1.65 

Excess Strength 

In the event any user under this classification contributes waste having a strength of 
sewage in excess of domestic waste characteristics as hereinbefore defined, such user will 


be charged for surveillance and surcharges as set forth elsewhere herein for Industrial 
Users. 


7. Contract Customers - Unit and Other Charges. 


In the event the City consummates a contract to serve as a regional treatment plant for any other 
municipality or private sewage utility, either contiguous to the City or in its environs, said 
contract shall provide for the following unit charges: 


a) 


b) 


c) 


d) 


Volume Charge (cents per 100 cu. ft.). 


Treatment 67.44 


Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection costs attributable to the portion of the 
conveyance system and operating costs associated therewith available to the contract 
customer shall be computed by the City and added to the treatment cost to arrive at the 
contractee’s total metered rate. 


Flat Charge. 


In addition to the foregoing charge based on volume of sewage treated and conveyed, 
each contract customer will pay a monthly billing charge of $1.65 and an appropriate 
monthly surveillance charge based on the type of testing necessary according to the 
contractee’s customer base. 


Excess Strength of Waste Surcharge. 


In the event a contract customer user contributes waste having a toxic strength in excess 
of domestic waste characteristics, as hereinbefore defined, a surcharge based on the 
following unit process charges will be in effect for all waste found to be in excess of 


limitations: 

; Cents Per Pound 
Suspended Solids - (SS) $ 6.83 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 


Ammonia - (NH-3) 20.74 


e) Capital Charge. 


Where a contract calls for the payment of a capital charge, such shall be billed to the 
contract customer (Allen County Institutional Power Plant). 


f) Capital Surcharge. 


In the event a contract customer delivers sewage for treatment to the City for a period of 
90 consecutive days which is in excess of base MGD contracted for, then customer will 
be subject to a capital charge, computed at the rate per 100 cu. ft. in effect for outside the 
City customers set out elsewhere herein, times the excess percentage of MGD represented 
by dividing actual MGD by contracted MGD. 


g) Other Provisions. 


In the event sewage received pursuant to any contract entered into under this section 
exceeds any of the limitations imposed by this Chapter, the City shall have the right to 
impose all-charges, limitations and penalties applicable to any non-contract user by the 
City. Each contract entered into by the City pursuant to the foregoing rate classification 
shall provide that the contract applicable to its users customer shall agree to enact and 
maintain a Sewer Use Ordinance and User Charge System acceptable to the City and in 
conformance with the City’s obligations under Sec. 204 (b)(1). Public Law 92-500 as 
amended and supplemented, and guidelines and regulations promulgated thereunder by 
the U.S. Environmental Protection Agency and 40 CFR 35-905-8, 35-928-1 and 35-928-2 
and 35-935-13. 


8. Bulk Waste Charges. 


Industrial - for all industrial waste suitable for disposal which has been delivered by an approved 
Water Hauler to City's plant - $93.81 per load. For purposes of computing charges hereunder, a 
load is defined as 1,000 gallons of tank capacity or any fraction thereof. 


Domestic - for all domestic waste delivered to City’s plant by customer's truck or tank - $56.24 
per load. For purposes of computing charges hereunder, a load is defined as 1,000 gallons of 
tank capacity or any fraction thereof. 


All bulk waste loads delivered to the Water Pollution Control Plant shall be accompanied by a 
“Waste Hauler Manifest”, the form for which will be provided by the City. 


All bulk waste haulers shall also be assessed a billing charge of $1.65 per bill. 


9. Liability for Surcharge. 


Each user discharging wastes into the collection system shall be subject to a strength-of-wastes 
surcharge, in addition to other sewage service charges imposed by this ordinance, based on the 
following minimum strength characteristics to the extent that such wastes are in concentrations 
greater than: 


a) Biochemical oxygen demand of 300 milligrams per liter. 
b) Chemical oxygen demand of 600 milligrams per liter. 

c) Suspended solids content of 300 milligrams per liter. 

d) Phosphorus content of 10 milligrams per liter. 

e) Ammonia content of 25 milligrams per liter. 


10. Computation of Surcharge. 


The surcharge shall be determined as follows: 


The excess pounds of BOD or COD (whichever results in the higher charge) suspended solids, 
phosphorus and ammonia will each be computed by first multiplying the user's billing sewage 
volume measured in units of 100 cubic feet for the current billing period by the factor 0.0062321 
and then multiplying this product by the difference between (a) the concentrations measured in 
milligrams per liter, of the BOD (or COD), suspended solids, phosphorus and ammonia 
respectively in the user’s sewage and (b) the allowed concentrations set out in Section 51.076. 
The surcharge for each constituent will then be determined by multiplying the excess pounds of 
each constituent by the appropriate rate of surcharge, In the event COD measurement is used, as 
hereinbefore provided, 50% of the excess pounds measured will be used to compute the 
equivalent BOD charge. 


11. Continuing Surveillance Sampling/Waste Evaluation Charges. 


All users discharging wastes into the system requiring continuing surveillance sampling and 
waste evaluation shall be subject to the following fixed charges to cover the costs of such 


services per discharge point. 


Monthly Evaluation Charges 
Type 1 Evaluation $104.33 
Type 2 Evaluation (includes metals) 153.58 


Evaluation Charges - Per Occurrence 


Type 1 Evaluation $313.00 
Type 2 Evaluation (includes metals) 460.75 
Grab Compliance (FOG) 76.00 
Composite Compliance 190.00 * 


* Plus applicable laboratory testing charges. 


12. Delinquent Fees and Penalties as Liens; Duplicates - Collection. 


Delinquent charges for sewerage services and/or stormwater services, and applied penalties, 
recording fees and service charges may be made a lien upon the property when the delinquent 
party is the property owner and may be collected in accordance with the provisions of Indiana 
Code 36-9-23-31, 36-9-23-32 and 36-9-23-33. 


13. Collection Through Court Actions. 


In addition to the foregoing remedies, the City may recover the amount of the charges for 
sewerage services, penalties of 10% of the delinquent fees and reasonable attorney’s fees in a 
civil action, and may foreclose liens established by this Chapter in accordance with Indiana Code 
36-9-23-34. 


14. Enforcement. 


Those provisions of this Chapter not specifically dealt with elsewhere shall be enforced by the 
Director of City Utilities and such deputies as Director, with the approval of the Board of Public 
Works, may be appointed for such purposes. Whenever said Director or any such deputy shall 
deem it appropriate to charge any person with a violation(s) of this Chapter, he shall issue to such 
person a Notice of Violation and/or Summons, which shall be processed according to the 
provisions of Indiana Code (34-4-32-1) and the Sewer Utility Rules and Regulations, or pursuant 
to an ordinance adopted in accordance with I.C. §36-1-6-9. 


15. Penalty for Violations. 


Any person who violates or fails to comply with any provision of this Chapter or of the Rules and 
Regulations of the Board of Public Works or Administrative Orders pertaining thereto, shall be 
subject to a fine of up to $2,500.00 per day as set out at Section 10.99 of the City of Fort Wayne 
Code of Ordinances or as otherwise provided by Indiana Law. Each day that such violation(s) or 
noncompliance continues shall constitute a separate offense. 


USERS OF THE SEWAGE WORKS, OWNERS OF PROPERTY SERVED OR TO BE 
SERVED BY THE SEWAGE WORKS, AND OTHER INTERESTED PERSONS ARE 
INVITED TO APPEAR AND BE HEARD CONCERNING THE PROPOSED FEES. THE 
HEARING MY BE ADJOURNED FROM TIME. TO TIME WITHOUT FURTHER 


sO 


PUBLISHED NOTICE. AFTER THE HEARING, THE COMMON COUNCIL MAY 
ADOPT THE SCHEDULE OF FEES, EITHER AS ORIGINALLY INTRODUCED OR AS 


MODIFIED. 


“REASONABLE ACCOMMODATIONS” FOR PERSONS WITH A KNOW DISABLIGH 
CONDITION WILL BE CONSIDERED IN ACCORDANCE WITH STATE AND 
FEDERAL LAW. ANY PERSON NEEDING A “REASONABLE ACCOMMODATION” 


SHALL NOTIFY PUBLIC INFORMATION OFFICE (219) 427-1120, 


TTY 427-1200, AT LEAST SEVENTY-TWO (72) HOURS PRIOR TO THE MEETING. 


SANDRA E. KENNEDY 
CITY CLERK 


y 


Ferm Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 


FORT WAYNE COMMON COUNCIL To: The News-Sentinel Dr. 
(Governmental Unit) P.O. Box 100 
É Fort Wayne, IN 
ALLEN County, Indiana 


PUBLISHER’S CLAIM 


LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 
Body -- number of lines 
Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 
336 lines, — columns wide equals _>>© equivalent lines 
at»364 cents per line $ 122.30 
Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 61.15 
Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 
TOTAL AMOUNT OF CLAIM $ 184.45 


DATA FOR COMPUTING COST 


. Width of single column 12.5 
~ Number of insertions 1 


Size of type — 6 _ 


ems 


point 


Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 
same has been paid. d 


Date: MAY 7th ,19 97 Title: 


PUBLISHER’S AFFIDAVIT 


State of Indiana ) 
) ss: 
Allen County ) 


r Personally appeared before me, a notary public in and for said county and state, the 
undersigned LINDA L RUCH who, being duly sworn, says that he/ 


ief 


ATTACH COPY she is___Clerk _of the ____The News-Sentinel newspaper of general 
OF AD ee eee circulation printed and published in the English language in the (city) (town) of 
Fort Wayne, IN in state and county aforesaid, and that the printed matter 

attached hereto is a true copy, which was duly published in said paper for 


— 1 ___sitime_____ , the dates of publication being as follows: 


2-229) 


` 


P'orm Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 
FORT WAYNE COMMON COUNCIL To: The Journal-Gazette Dr. 
(Governmental Unit) P.O. Box 100 
Fort Wayne, IN 
© ALLEN County, Indiana 


PUBLISHER’S CLAIM 


LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 


Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 


336 _ lines, 1 columns wide equals — 336 equivalent lines 
at- 364 cents per line $ 122.30 


Additional charge for notices containing rule or tabular work 


(50 percent of above amount) 61.15 
Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 
TOTAL AMOUNT OF CLAIM $ 184.45 


DATA FOR COMPUTING COST 
) 


12.5 


Width of single column ems 


Number of insertions ___! 
Size of type — ê point 


Purguant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 
same has been paid. & 


Om Q in 


Date: MAY 7th , 19 97 Title: Clerk 
PUBLISHER’S AFFIDAVIT 
State of Indiana ) 
) ss: 

Allen County Žž ) 
? Personally appeared before me, a notary public in and for said county and state, the 
rae undersigned LINDA L RUCH who, being duly sworn, says that he/ 
ATTACH COPY she is Clerk of the The Journal-Gazette newspaper of general 


OF a circulation printed and published in the English language in the (city) (town) of 
Fort Wayne, IN jn state and county aforesaid, and that the printed matter 
attached hereto is a true copy, which was duly published in said paper for 
= 1 __stime _____ , the dates of publication being as follows: 


ar 
AF! 


5-2-97 


mda PROS 


Subscribed and sworn to before me this _ lth ~ day of MAY ,1997_. 


Form Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 
: The News-Sentinel 


FW COMMON COUNCIL To: Dr. 
(Governmental Unit) P.O. Box 100 
ALLEN County, Indiana Fort Wayne, IN 
PUBLISHER’S CLAIM 
LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 
Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 


— 144 lines, columns wide equals equivalent lines 


at__-564 cents per line $ _209.66 


4 576 


Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 104.83 
Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 


TOTAL AMOUNT OF CLAIM $ 315.49 


DATA FOR COMPUTING COST 


12.5 ams 
1 


Width of single column 


Number of insertions 


Size of type — 6 


point 


“Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


.I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no-part of the 
same has been paid. oul 


Date: JUNE 6 ,19 __97 Title: 


PUBLISHER’S AFFIDAVIT 


State of Indiana ) 
) ss: 
Allen County ) 


Personally appeared before me, a notary public in and for said county and state, the 
undersigned__ JAMIE M. CUSTER who, being duly sworn, says that he/ 


ATTACH COPY she is___Clerk _of the ___The News-Sentinel _ newspaper of general 
OF ADVERTISEMENT 
HERE 


4 


circulation printed and published in the English language in the (city) (town) of 
_ Fort Wayne, IN in state and county aforesaid, and that the printed matter 
attached hereto is a true copy, which was duly published in said paper for 


—— | _ time —— — „the dates of publication being as follows: 


Subscribed and sworn t¢ before me this___ +h day of _JUNE ,19 $1 


MARYI scene 
i uR oy 3 NOTARY P TATT Ga 
sau TAA e - My commission expires: E TATE OF INDIANA 


5 MY COM} 


ON EXP JUNE 14,1997 


Form Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 


Ta: The Journal-Gazette Dr. 


T] Unit) P.O. Box 100 
Fort Wayne, IN 
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m ALEN CCC CO diana 
PUBLISHER’S CLAIM 


LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 


Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 


144 _ lines, 4 columns wide equals — 76 equivalent lines 

at_+364 cents per line g 209-66 
Additional charge for notices containing rule or tabular work 

(50 percent of above amount) 104.83 
Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1290 
TOTAL AMOUNT OF CLAIM A 

DATA FOR COMPUTING COST 

Width of single column 12.5 ems 


Number of insertions 1 


Size of type__& point 


Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no t of the 
same has been paid. 


r 


Date: JUNE 6 ,19__97 Title: 


PUBLISHER’S AFFIDAVIT 


State of Indiana ) 
) ss: 
Allen County ) 


Personally appeared before me, a notary public in and for said county and state, the 


ah 


fa undersigned — JAMIE M. CUSTER who, being duly sworn, says that he/ 

ATTACH COPY she is Clerk of the The Journal-Gazette newspaper of general 

OF Ii r circulation printed and published in the English language in the (city) (town) of 

Fort Wayne, IN in state and county aforesaid, and that the printed matter 

attached hereto is a true copy, which was duly published in said paper for 
1 time , the dates of publication being as follows: 


5-23-97 


Subscribed and sworn 


My commission expires: 


THE CITY OF FORT WAYNE 


CITY-COUNTY BUILDING + ROOM 122 + FORT WAYNE, INDIANA 46802 + 219-427-1221 


SANDRA E. KENNEDY. CITY CLERK 


Udy LO, 1997 


Ms. Connie Lambert 

Fort Wayne Newspapers, Inc. 
600 West Main Street 

Fort Wayne, IN 46802 


Dear Ms. Lambert: 


Please give the attached full coverage on the date of July £, 
1997, in both the News Sentinel and Journal Gazette. 


RE: Legal Notice for Common Council 
of Fort Wayne, IN 


Bill No. G-97-04-10 

(as amended) (as amended) (as amended) 
General Ordinance No. G-07-97 
Amending Chapter 51 

Sewer Ordinance 


Please send us 3 copies of the Publisher’s Affidavit from Boch 
newspapers. 

Thank you. 

Sincerely yours, 

Sandra E. Kennedy i 

City Clerk 
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‘LEGAL NOTICE 


ge . X . i 
Notice is hereby given that on the Ist 


July 


aes rye ee et ee 


, 1997 


, the Common Council of the City 


of Fort Wayne, Indiana, in a Special 


eR fol aa i 
e following Bill No. G-97-04-10 (as amended)(as amended) (as amended) General 


Ordinance No. °  G-07-97 


ii 
j 
H 


A E a OSS tön eig Dass 


to-wit: 


BILL NO. G-97-04-10 (AS AMENDED, AS AMENDED, AS AMENDED) 


GENERAL ORDINANCE NO. &-07-97. 


AN ORDINANCE AMENDING CHAPTER 51 OF 

THE CITY OF FORT WAYNE CODE OF LAWS. 

WHEREAS, the City of Fort Wayne has several areas within its 
borders which are not currently served by a public sewer and wishes to provide for 
both the orderly residential development and the proper disposal of sewage from 
residential properties; and 

WHEREAS, the City of Fort Wayne wishes to provide for a basic 
threshold level of knowledge and registration for all installers of septic systems to 
insure the proper construction, installation and inspection of septic systems on real 
estate adequately suited for this type of disposal of sewage, based on current 
technology and state regulations; and 

WHEREAS, City Utilities has not, in the past, requested deposits 
based on sewage consumption despite Indiana Code 36-9-23-28 specifically 
providing for such deposits in order to protect the financial stability of the sewer 
utility. 

WHEREAS, pursuant to Indiana Code 36-9-23-25, the Common 
Council of the City of Fort Wayne has enacted a User Charge System and a Sewer 


Use Ordinance as contained in Chapter 51 of the Fort Wayne Code of Ordinances; 


SECTION 3. That this Ordinance shall be in full force and effect from and 


f C@ANCIL MEMBER ” | 


p ed $ 

9 l after its passage, and any and all necessary approval by the Mayor and due legal i 
| i 

3 i publication thereof. | | 
i John N. Crawford 

4 i [Ay rv. : 

5 

6 


Read the third time in full and on motion by Crawford, and duly adopted, 


placed on its passage. 


AYES: Eight 


PASSED by the following vote: 


Bender, Crawford, Edmonds, Hall, Hayhurst, 


Henry, Lunsey, Schmidt 
NAYS: None 
ABSTAINED: 
ABSENT: One 

Ravine 


None 


DATED: 7-1-97 


Sandra E. Kennedy 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as General Ordinance No. 


ATTEST: SEAL 


Sandra E. Kennedy 
City Clerk 


G-07-97 on the 1st day of July, 1997 


Thomas C. Henry 
Presiding Officer 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
2nd day of July, 1997, at the hour of 11:00 o'clock A.M.,E.S.T. 


Sandra E. Kennedy 
City Clerk 


Approved and signed by me this 9th day of July, 1997, at the 


of 11:45 o'clock A.M.,E.S.T. 


Paul Helmke 


hour 


ay of 


said Ordinance was 


Mayor 
I, The Clerk of the City of Fort Wayne, Indiana do hereby 
#hat the above and foregoing is a full, true and completes 
General Ordinance No G-07-97 
passed by the Common Council on the lst d 
July pe 97 „and ehas: 

duly signed and approved by the Mayor on the 9th Gay or 

July ed OF , and now remains on 
on record in my office 
WITNESS my hand, and the official seal of the City of Fort 
Indiana, this 3th oe of July ; 

4 


é i ¥ i i 
ae a "i 
` : i 
5 4 t 


Form Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 
FW COMMON COUNCIL To: The Journal-Gazette Dr. 
(Governmental Unit) P.O. Box 100 
Aen Fort Wayne, IN 


County, Indiana 


PUBLISHER’S CLAIM 


LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 


Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 


1664 lines, 1 columns wide equals __1664 equivalent lines 
at__-364 cents per line $ 605.70 


Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 


Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 

TOTAL AMOUNT OF CLAIM $ 606-70 
DATA FOR COMPUTING COST 

Width of single column 125 ems 

Number of insertions — 1 


Size of type — Ê _ point 


Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 


same has been paid. \ 4 | = | 
D 4 


Date: JULY 16 ,19 _97 Title: 


PUBLISHER’S AFFIDAVIT 


State of Indiana ) 
) ss: 
Allen County ) 


Personally appeared before me, a notary public in and for said county and state, the 
undersigned_ JULIE L SMITH who, being duly sworn, says that he/ 


ATTACH COPY she is Clerk of the The Journal-Gazette newspaper of general 
OF a circulation printed and published in the English language in the (city) (town) of 
Fort Wayne, IN in state and county aforesaid, and that the printed matter 


attached hereto is a true copy, which was duly published in said paper for 


a: [oe time , the dates of publication being as follows: 


7-16-97 


Subscribed and sworn to before me this _16th day e JULY st ` frr.19 97. 


NOTARY PUBLIC STATE OF INDIANA 


My commission expires: — AEN COUNTY 
MY COMMISSION EXP JUNE 14,2001 


7 bj n 
r 3 (j 


Ferm Prescribed by State Board of Accounts General Form No. 99P (Revised 1987) 
FW COMMON COUNCIL ec: The News-Sentinel Lan 
(Governmental Unit) P.O. Box 100 
ALLEN Fort Wayne, IN 


County, Indiana 


PUBLISHER’S CLAIM 


LINE COUNT 


Display Matter (Must not exceed two actual lines, neither of which shall total 
more than four solid lines of type in which the body of the advertisement is set) 
-- number of equivalent lines 


Head -- number of lines 


Body -- number of lines 


Tail -- number of lines 


Total number of lines in notice 


COMPUTATION OF CHARGES 


__1664 lines, — 1 columns wide equals __1664 equivalent lines 
at -564 cents per line $ 605.70 


Additional charge for notices containing rule or tabular work 
(50 percent of above amount) 


Charge for extra proofs of publication ($1.00 for each proof in excess of two) 1.00 

TOTAL AMOUNT OF CLAIM S 60670 es 
DATA FOR COMPUTING COST 

Width of single column 12.5 ems 

Number of insertions — 1 


Size of type — __ point 


Pursuant to the provisions and penalties of Chapter 155, Acts 1953, 


I hereby certify that the foregoing account is just and correct, that the amount 
claimed is legally due, after allowing all just credits, and that no part of the 
same has been paid. 


Date: JULY 16 PALO OU ie ee Title: 


PUBLISHER’S AFFIDAVIT 


State of Indiana ) 
) ss: 
Allen County ) 


Personally appeared before me, a notary public in and for said county and state, the 


undersigned_JULIE L SMITH who, being duly sworn, says that he/ 

ATTACH COPY sheis___ Clerk _of the ____The News-Sentinel newspaper of general 

OF BDNE ea circulation printed and published in the English language in the (city) (town) of 
Fort Wayne, IN j 


ee in ț state and county aforesaid, and that the printed matter 
attached hereto is a true copy, which was duly published in said paper for 
—__i___ time _________,, the dates of publication being as follows: 


7-16-97 


16th 


Subscribed and sworn to before me this 


MARY LSCHME 
phn : NOTARY PUBLIC STA 
My commission expires: ae 


VAI 


XP JUNE 14,2001 


rm} 


MY COMMISSION 


AMENDED NOTICE OF PROPOSED CHANGES OR READJUSTMENTS OF FEES CHARGED BY THE CITY 
F FORT. WAYNE WATER POLLUTION CONTROL UTILITY ERSS WORKS" f 


DUE TO SCRIVENERS OR MATHEMATICAL ERRORS IN THE ORIGINAL PUBLICATION OF A NOTICE OF 
G BY THE CO; N C IL OF THE_CITY 


p CO 

OOM, M 128, CITY-COUNTY BUILDING, ONE’ MAIN STREET, FORT WAYNE, INDIANA, THIS 
AMENDED NOTICE (S HEREBY PUBLISHED CONCERNING CHANGES. 
CHARGED BY THE CITY. OF WATER POLL 


( OR READJUSTMENTS IN FEES 
UTION CONTROL UTILITY ("SEWAGE WORKS") PROPOSED 
E APRIL 22, 3! 997 MEETING OF THE COMMON 


¢ owner, lessee, or user of 
of sewer fees. : 


r is connected wi rt of the municipal sewage system. 
A siaren inie SBIS on (1) must ony he pamelond addresstor the person to whom the property 


any 


is conveyed or transferred. 
(d) Ifa del sof ails to satisfy costs and 


s within ixty (60) days after the te cage of his use or 
owners ip of the property served, the deposit and al Groen interest is forteited. The forfeited 
amount shall peo plied to the depositor’s outstanding fees. Any excess that remains due after 
application of the forfeiture ma cpiezted in ihe manner set out in Sec. 51.099 ang Sec. 51.100 
pren: A deposit may be used to satisfy all or part of any judgment awarded the municipality under this 
chapter. 

le) PA deposit made under this section that has remained unclaimed by the depositor for more than 


seven 
f g) years after the termination of the services for which the deposit was made becomes the property 
of _ City Utilities. 


2. Residential User Charges. 
A. In Ciy Service Charge 


$ n 
Charges tor services rendered to residents within the corporate boundaries of the City of Fort 
Wayne shall be en A metered water, consumption, unless otherwise measured, in 
accordance with the fol lowing charges for this classification of service: 
Cents per 100 cu. ft. 

reatmen 67.44 
Conveyance Collection, Billing . 52.54 
Capital 29.59 
Total User Charge \ 149.57 


gi 
2. In Ciy Billing Charge 
Residential users inside the City shall be billed a monthly billing fee. of $1.65 
B. Outside Ciy Service Charge 3 
tside City 
Charges ton ences rendered to residents outside the corporate boundaries of ths City of Fort 
in 


Wayne shall be based on metered water consumption, unless otherwise measur 
E Sree pn meh charges this classification of service: 
Cents per 100 cu. ft. 

realment ; 84.30 
Conan) Collection, Billing : 65.68 
Capita A 36.99 


Total User Charge 186.97 
2. _ Outside fete Billing Charge ! 
Residentia ten redng outside the corporate boundaries of Fort Wayne shall be billed a monthly 
billing fee of $1.65. : 


dereinatter “inside City” or “outside City” shall be read to distinguish users located within or outside the 
zorporate boundaries of the City of Fort Wayne. 


c. User Flat Charges > US . i ` 
n the event that any user in this classificatoin is not a metered water customer, there shall be imposed flat 
charge rates as follows: 

onthly Flat 


classification of Customer Charge 
utside Ci 
oe User - Single Family Dwelling 


In Ci 
$1881 
Residential User - Multi: Family Dwellin To be estimated by Ci 
1) Monthly flat charges for Honetan callings shall be based on the nomber Semil units 
accommodated by the yan multiplied by the single family dwelling monthly charges. A 25% 
surcharge shal apply to the rates charged to users outside the City, 
2). The Utility shall retain ocomehtation supporting its estimates and the billings based thereon. 
Such determination of billings may be reviewed and adiysted y the Utility at any time. However, no 
adjustment, additional engrge or refund may be made more than six (6) years after the due date of 
e billing sought to be adjusted: 


3. Industrial User Charges 


rvice Charge ‘ 
charges for senice rendered shall be used on metered water consumption, unless otherwise measured, 
n accordance with the folowing charges for this classification of service: 


Cents per 100 cu. ft. Inside Ci Outside City 
reatment : ‘ . : 

Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 . 

Total User Cre 149.57 186.97 

3. Other Industrial User Charges 
Inside City Outside City 
$1.65 $1.65 


| Monthly billige args - per bill : : 
2) Excess Strength of Wastes Surcharge - in the event an industrial user contribute waste having 

strength i sewage in excess of domestic waste characteristics as herein del ted a surcharge based 
__ on the following unit process charges will be in effect fer all eels toundre bei excess of 
imitations: i 


Cents Per Pound 
Suspended: Solids - (SS) ; 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - Pr ; 96.17 
Ammonia - (NH- 20.74 


Ps AEL Flat Charge: hic E EE Eka be ed 

n the event any user in this classification is not a metered water customer, here. shal imposed a Hat 

page estimated by the City. A 25% surcharge shall e to fhe rate hare. fo gic user lecced ait 
e City, 


1 
|, Commercial User Charges 
A, Service Charge : 
“harges for Sye rèndered shall be based on melered water consumption, unless otherwise measured, 
n accordance with the following charges c 


or this classification of service: eee 
utside City 


f 
Inside Ci 
treatment 


Conveyance, Collection, Billing 52.54 65.68 
Capita 29.59 36.99 
186.97 


Total User harges - 
be User Flat Charges ME ; z br haiba 4 
n the event any user in this classification is not a metered water customer, there sha imposed a fat 
harge rate_estimated by the City. A 25% surcharge Fal apply to the rate charged to fee located 


vutside the City. 


. Other Commercial Charges bill E TE 
Monthly Bi ing Charge ~ per bi nside City utside City 
2. Excess Strength Í 


a. In the event any user under this classification contributes waste having q strength of sewage in 
excess of domestic waste characteristics as herein defined, such Geer will be charged for 
surveillance and surcharges as set forth elsewhere herein for Industrial Users, except as set out 
in the followin paragon ; BE S A : i : 

b. Restaurants - Commercial users primarily engaged in the business of prepaningana selling 
cooked food items and beverages shall pay an erar ah surcharge o i cents per one 

hundred cubic feet in lieu of those schedyled surcharges otherwise set forth herein. For fie 
urposes of this Chapter, auser qualified to hold a supplemental retailer's permit under 

< Indiana Code 7.1-3-16.5-2(a) or (b) 

i, Institutional User Charges. ; 

\ sevice Charge : y 

charges for services reqdered shall be Spad on metered water consumption, unless otherwise measured, 

2 accordanceawith the fol or this classification of service: 


Cents per 100 cu. ft. 


lowing charges 


Cents per 100 cu. ft. Inside Ci Outside Ci 
reatment è 3 p 
Conveyance, Collection, Billing 52.54 65.68 
Capital 29.59 36.99 
Total User Charge 149.57 186.97 


i User Flat Charges mi 

1 the event any user in this classification is not.a metered water customer, there shall be imposed a fat 
borsa-csimnoted by the City. A 25% surcharge shall apply to the rate charged to users meer 
re 


Ty. 
B Other Institutional Charges 


Monthly Billing Charge - per bill 
Excess Strenghh SS Per >! 


Inside Ci Outside Ci 
1.65 y 1:65 y $ 

In the event any user under this classification contributes waste having a strength of sewage in 

exces NE characterise as herein dered eieh user will be t arged for ig 


surveillance and surcharges as set forth elsewhere herein for Industrial Users. 


Je 


6. Government User Charges. 
3 eve arge 
r servi 


“ Charges ges rei dered etal be based on metered water consumption, unless otherwise measured, 
in geroruancs wih the to lowing charges Ror this dassi on a enice Sa ie x 
ents per 100 cu. ft. inside City utside:City 
eaen j Ri ary 
Conveyance, Collection, Billing 52.54: % 65:68 
Capitol 29.59 36.99 
Total User Charge 149.57 186.97 


8. User Flat Charges | Bes sgt 
In the event any y er in this classification is not a metered water. customer, there shall be imposed a flat 


harge estimated by the City. A 25% surcharge shall apply to the rate charged to users located outside 
e City. f 


(ch her Governmental User Charges 


Te Monthly Billing Charge - per bill 

2: H ess Strength de b k haf 
n the event any user under this classification contributes waste having à'strength.of sewage in 
excess eluent pee characteristics as hereinbefore d Ie su user will be charged for 
surveillance and surcharges as set forth elsewhere herein for Industrial Users. 

7. Contract Customers - Unit an er Charges. 

n the even Cily consummafes a contract to serve as a regional treatment plant for any other 

municipality or private sewage utility, either contiguous to the City or in its environs, said contract shall 

provide for the following unit charges: Retin cided 

a) Volume Charge (cents per 100 cu. ft. 
reatment ? 


b) ` Variable Charge (cents per 100 cu. ft) ; i 
variable charge tor conveyance an Fela costs attributable to the portion of the conveyance 
system and operating costs cronies therewith available to the contract customer shall be 
e 


computed by the City and added to the treatment cost to arrive at the.contractee’s total metered 
rate. s 


c) Flat Charge. : : 
n addition fo the foregoing charge, based on volume of sewage treated and conveyed, each . - 

ones customer will pay a monthly billing charge of $1.65 and an appropriate monthly z 
urveillance charge based on the type of testing necessary according to the contractee’s customer 


Iwen y Qunide Ciy 


ase. 
d) Excess Strength of Waste Surcharge. 
In the event a contract customer user contibites waste having a toxic strength in e? css of 
domestic waste characteristics, as hereinbefore defined, a surcharge be ad on heto lowing unit 
process charges will be in effect for all waste found to be in excess of limitations: 


Cents Per Pound 
Suspended Solids - (SS) ; 


Biochemical Oxygen Demand - (BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia - (NH-3) 20.74 


‘e) Capital Charge: 
rerea con aa cals for the payment of q conital charge, such shall be billed to the contract. - 


customer (Allen County Institutional Power Plant). 


Capital Surcharge. i 
mie event a contract customer delivers sewage for treatment to the City for a period of 90 
consecutive days which is in excess of base MGD contracted for, then customer will be subject 
to a capital charge, computed atthe rate per 100 cu. ft, in:effect for out e City customers 
set out elsewhere herein, times the excess percentage of MGD represented by dviding actual 
MGD by contracted MGD. 
g) er Provisions ; $ ra ` 
In the pent sewage received pursuant to any contract fess into under this sechon exceeds any 
of the limitations imposed by this Chapter, the City shall have the right to impose all charges, 
Cee and penalties applic ble to any non-contract user. by the eu Each contract entered 
into by the City pursuant to e foregoing rate classification shall provide that the contract 
appliegbis to its users customer sha agree to ee and maintain a Sewer Use Ordinance .and 
ser C cae System acceptable to the City and in conformance with the City’s obligations under 
Sec. 204 (b)(1J. Public Law 92-500 (a crnended and supplemented, and guidelines an 


regulations promy ated thereunder % e U.S. Environmental-Protection Agency and 
40 CFR 35-905-8, 35-928-1 and 35-928-2 


and 35-935-13. 
8. Bulk Waste Charges. ; 
ndustrial = tor all industrial waste suitable for disposal which has been delivered by an approved Water 
Hauler to City’s Fett - $93.81 per load. For ùrposes o computing charges hereunder, a load is defined 
e 


as 1,000 gallons of tank capacity or any fraction thereof. 

Domestic tor gi mestic PRR, delivered to City’s plant by customer's truck or tönk - is 24 per load. 
for porppse: ol computing charges load is defined as 1,000 gallons of tank capacity or any 
ction thereof, 

All bulk waste loads delivered to the Water Pollution Control Plant shall be accompanied by a “Waste 
iu Manitest”, ge gl for which will Be pr ee By the Ci i‘ % 


H City. 
All bulk waste haulers shall also be assessed a billing charge Pi .65 per bill. ; 
9. Liability for Surcharge. 3 t 
Eac yer ischarging wastes into the collection system shall be subject pe strength-of-wastes surcharge, 
in addition to other sewage service charges imposed by this ordinance, based on the following minimum 
srengin Gees ristics to the extent that such wastes are in concentrations greater than: ` 
a) Biochemical oxygen demand of 300 milligrams per liter. 
Chemical ygan deman P 600 milligrams per liter. 
4 ee solids content of 300 milligrams per liter. 
Phosphorus content of 10. milligrams per liter. p i 
Ammonia content of 25:milligrams per liter. : Pail OWS 


10. Computation f Surchar e: + fol : i AN 
he surcharge shall be fe ermined as follows: 
The e cess poynds of BOD. or Go (whichever results’ in the higher char: e); suspended. solids, 


hosphorus and ammonia will e computed by first multiplying the user's billing sewage volume 
Paren in units f 100 gubis arte: ie corent | illing erioa ty the factor 0.004232 ond then 
multiplying is product by the difference between (a) the concentrations measured in milligrams per liter, 
grme 9 (or COD), suspended solids, prop jorus an carota respectively in the user's sewage and 
(b) the allowed concentrations set out in Section 51,076. The surcharge’ for each constituent will then be 
determined by multiplying the. excess pounds 7 each constituent by the appropriate. rate of surcharge. In 
event COD measurement is used, as hereinbefore provided, 50% of the excess pounds measured will be 
used to compute the equivalent BOD cl Wes 5 % 
11. Continuing Surveillance Samplin aste Evaluation Charges. _ un 
E ie T ing wastes in î system requiring continuing surveillance sampling and waste 
ion sha 


ereunder, a 


evalua e Subject to the following fixed charges to cover the costs of such services per discharge 
int. t ay 
Ps Monthly Evaluation Charges , sore 

ype; Evaluation $104.33 

ype 2 Evaluation eles metals) 


153.58. me Set cos 


Evaluation Charges - Per Occurrence 
Type T Evaluation i , $313.00 
Type 2 Evaluation (includes metals) 460.75 
FOG) 7 


rab Compliance i 
Composit Comp iance i 190.00* 
*Plus applicable laboratory testing charges. 


12, Delinquent Fees and Penalties as Liens; icates - Collection. ş are 7 Z 
el ARER cl Re ch for sewage pees an tion stormwater services, and copes prac! recording 
s ana service charges ma' made a tien upon e proper when e .delinquent "AS e 
ges may pe Be i ihe trowel Ra Code 36223-31. 


roperty owner and may be collected in accordance with the, provisions of Indidna 
86. 232 and 36-9. 24-33, 


13 lection Through Court Actions. ; 
n addition fo the forgoing remedies, the City may recover the amount of the charges for sewage services, 
nalties. of 10% of the dglinguent es and reasonable attorney's fees in a civil action, and may 
foreclosure liens established y this Chapter in accordance with Indiana Code 36-923-34. 

. Enforcement. ' 


hose provisions of this Chapter not specifically dealt with elsewhere shall e enforced by. the Director of 
City Whines ‘Gnelsuch cepa: as Brecoe with the approval of tha Board af ihe Works, may be 
appoi ted for such purposes. Whenever said Director .or gny suen depu shall deem it appropriate to 
charge any person with a yiolption(s) of this Chapter, he-shall issue to such person a Notice of Violation 
‘or Summons, which shall be processed according to the provisions of Indiana ,Code..(34-4-32-1) 
a the Sewer Uili Rules and Regulations, or pursuant to ordinance adopted in actordance wi 
. 9U tion: 36: 1-6-9. MER 


15. Penalty for Violations. aaneen 

hy, persensyho violates or fails to sony with any provision of this ane or g the Rules and 
Regul io ae Board ORE BIE Werksor Administatve Chae peripining ereto, shall be subject to 
a fine of up to $2,500.00 per day ia set out at Section 10.99 o fi of; Fort-Wayne Code o 
Ordinance: af as otherwise provided by Indiana Law. Each day that such violation(s) or noncompliance 
continues shall constitute a separate offense. S191 i 


USERS OF THE SEWAGE WORKS, OWNERS OF PROPERTY SERVED OR TO_BEUSERVED BY THE 
SEWAGE WORKS, AND OTHER INTERESTED PERSONS ARE INVITED TO APPEAR TAND BE. HEARD 
CONCERNING. THE PROPOSED FEES. THE HEARING MAY BE ADJOURNED FROM TIME TO TIME 
WITHOUT FURTHER PUBLISHED NOTICE. AFTER THE HEARING, THE COMMON ‘COUNCIL MAY, 
ADOPT THE SCHEDULE OF FEES, EITHER AS ORIGINALLY INTRODUCED OR AS MODIFIED. , 


“REASONABLE ACCOMMODATIONS” FOR PERSONS WITH A KNOWN DISABLING CONDITION 
WILL. BE CONSIDERED IN ACCORDANCE WITH A STATE AND FEDERAL LAW. ANY PERSON 
EDING A. “REASONABLE ACCOMMODATION” SHALL NOTIFY PUBLIC INFORMATION OFFICE 


i NẸ 
aah ga aa TTY (219). 427-1200, AT LEAST SEVENTY-TWO (72) HOURS PRIOR TO THE 


SANDRA E. KENNEDY 
ee CITY CLERK 
5=23 


NOTICE OF PUBLIC HEARING CONCERNING PROPOSED GANGES OR 
READJUSTMENTS OF FEES CHARGED BY THE CITY OF FORT NE WATI 
POLLUTION ENROL uin (“SEWAGE WORKS”). Nonce S VERERY GIVEN 


iG A 
TIME) INTE THE COMMON COUNCIL CONFERENCE ROOM, ROOM 128, CI 
TY BUILDING, E MAIN STREET, FORT WAYNE INDIANA, CONCERNING 

CHANGES OR READ IUSTMENTS IN Fees CHARGED BY THE CITY R 
POLLUTION CONTROL UTILITY eee een PROPOSED BY BILL NO. G-97- 
04-10 INTRODUCED AT THE APRIL 22,1 9 ETING OF ae FOMMON 
COUNCIL. THE PROPOSED SCHEDULE OF | A FEES S ae FOLLO 
1. Deposit to ensur: ment of sewer nds - Foi oe Uses. 
Ta Pursuant to ante Code 36-9-23- 78. cy Utilities may require the owner, 

lessee, or es of property served by the Utility to pay a deposit to ensure 


ayment of sewer 
(b) hed deposit reared shall eq val the estimated average payment due fon the 
property served by the Unity ‘or a three (3) month period. Deposits shall be 
retained.in a separate fun 
(è) The oponi lesz any outstandin peniliies and service fees, shall be refunded to 
the depositor after a notarized statement from the depositor that as of a certain 
gate e property being serv 
J. Has been conveyed or fransierred to another person; or 
z No longer uses or is connected with any part of the municipal 
sewage system. 
A statement under subdivision (1) must include the name and address of the person to 
whom the property. js conveyed or transrerr 
(d) Ifa Reasor | ils to satisfy costs and fees within sixty ( 60) ay days, after the dal 
termination of his yse or gymership ð the property se sit an al 
i corded interest is forfeited: The hip eith property sepyen tn a pied th 
REE out: tanding teg es, aie excess that remains due a cr re cation of the 
itu 


ma collected in the manner set out i 
SÌ. 100 E Ade sit mar used to satis all or eae ied bene 
aaora ed the municip aiy under th Te cee 


(e): A deposit made un a is section that has remained unclaimed by the de sitor 
i more than seven (7) years al aker the terrginahan fihe SeA ices fon aise the 
sit was made becomes the property of City Utili fee 


“Residential User Charges. 
A fi a Gil Service Charge 
Chorges or services PER to residen within the corporate boundaries of the City 
Fort Wayne shall be bas ed water consumption, unless otherwise 


on meter 
enna in accordance win Hetollo lowing charges for this classification “i service: 
Cents per 100 cu 


4 


reatment 7.44 
Cono Collection, Billing 52: 34 

Capita 29. 
149.57 57 


‘ela User AARSE ge 

2. ln City Bi ng Charge 
Residential users inside the City shall be billed a monthly billing fee of $1.65 
Quiside City Service Charge 


utside Ci 
Ge rges for services rene render redite to rencon oütside he corpora pouncal ies! of the City 
Fort Wayne shall be bas ej ered water consumption, unless otherwise 
measured, in emana with Te HA charges this classification of service: 

Cents per 100 cu. 


Treatment 84.30 
cove ance, Collection, Billing 65.68 i 
Capital 36.99 


Total User Charge 

2. Outside City Billing Charge 

esi Residentia users residing o! en the pees boundaries of Fort Wayne shall. 
be billed a montol iy bill lling see 
Hereinafter “ ide F City” or “outsi a 4) F ales read to distinguish users located 
Ha in or outside the corporate boundaries ok e City of Fort Wayne. 


C. . User arges 
Th the event hay ugen in this Cassificptoin is not a metered water customer, there 
M 


shall be impos charge rates as follows: 
Monthly Flat 
_ Classification of Customer Charge (1) 
In City  Quiside City 
Residential User - Single. Famil y. owning $16.61 - 0.76 
Residential User - Mu ily Dwelling To be estimated by City 


1). Monthly flat charges for mul mily dwellings shall be onthe pum er 
of tanily units aes mmodated edb kes sytem muli tip! ips posed single family 

dveling monthly c arges A 25% surcharge shall apply to the rates dered 
lha Ui guri iy e ay 
The Util iy sh hall aan locumentation supporting j! its ibe and the 
billings b aea hereon. pu o terminon illings may reviewed 
and adjusted byte U e Utility at any ti oweyen no 

jusioent, g ditional ch Va e or rel if moy ghee more than six (6) 
S fter the due date of the billing soughf to be E adjusted, 

co Capital Surcharge - per moni 


D. 
3. Industrial User har es 
A, Service Char. 


Charges ‘Or services 0 rede shall be us 


otherwise measured, in accordance with the folowing charges for this classification of 
service: 


Cents per 100 cu. fi. Inside ciy Outside Giy 
reatment 

Conveyance, Collection, Billing 52.54 65.68 

Capital 29.59 36.99 

Total User Charge 149.57 


B. Other Pier hoige: nafci oaie 
nsiae Li x juiside LI x 


J) Monthly billing charge - per bill 
Excess renont ol Waste Surcharge - in the event an industrial user contributes 
csi having strength iol savage in excess of domestic waste characteristics as 
herein fined , a surch arge based on the foll lewing unit process charges wi 
‘oun 


in effect for all waste fi to be in excess of limitations: 


Cents Per Poun 
Suspended Solids - (SS) i 
Biochemical O. ao Demand - (BOD) PAE 


Phosphorus - ( 
Ammonia - (N 20.74 


2) 


an metered water consumption, unless 


i Maora, Billing Charge * per bill 


f rae ci o to users 


C. User Flat Charges 
In the even pe in this classi ification i ion is not a metered water gej pan there shall be 
imposed a at arge estim: majed by t en” A 25% s surcharge shall apply to the rate 
charged to such users pe 

4. Commercial User. ak arges 


rvice 
Coar es for IS rendered shall be based o metered water consumption, unless 
i k TAS 


otherwise measured, in accordance wi wing charges for this classification of 


service: 
Cents per 100 cu. ft. Inside Ci Outside Ci 
reatmen E i 
Conveyance, Collection, Billing 52.54 . 65.68 
apita. 29.59 36.99 
Fani User harge 102.77 186.97 


User Flat Charges 
i the event H usa in this classification i É not a metered water customer, fete a shall 
e im s aid ch arge, rate estimated by the City. A 25% surcharge shall apply to 
tne rate to users located outside the City. 


Other Emeta Charges 
$4.65 
Inside Giy Outside Siy 
3. Excess Strength 


‘apital Surcharge - per month 
a. Inthe event any user under this y assifieation conjributes waste haying a 
str ng lomestic waste gi ees lel as herein 
rc 


sewage in (io 
efi , such user will arg ed for surveillance and surcharges as set 
e sewhere herein for Industrial Users, except as set out in 


followin: ra 

b. eng “Genin ph ercial penri primarily engaged in the business of 
preparing an fing cooked items an averages shall pay an 
Reset gfh su lates of 36,76 cents pe} one hundred cb feet in lieu of 


ose scheduled surchi arges əs olherwise set herein. For the purposes ol 
c hapten a user quali olda Pp oih herel retailer's em it under 
Indiana code 7.1-3-16.5-2 (a) or (b) shall be presum to fall within this 


7 Institutional Uea Charges. 
Service Charge 
es for service 


Chars S ade shall be based on metered water consumption, unless 
othenvise A, in accordance with the following charges for this classification of 
service: 
Cents per 100 cu. ft. Inside City Outside Ci 
reatment i 
Conveyance, Collection, Billing 52.54 65.68 
Capita ; 29.59 36.99 
Total User Charge 149.57 186.97 


B. User Flat Charges 
h keeren eny usean, eveni pranu el in this classification is not a metered water eaea there spall 
e si 


e im ajg ge estimated by the City. A 25% surcharg apply to the 
Monthl Bilig Charge: per bill 


outside the City. 
Inside Siy Outside Siy 
2 Benes Sin 
. Excess Stren 


Other instituRonal Charges 
e ente any user ynder this erdian contributes waste haing a sironigih 
; sewage in ges domestic waste peracieg sce as en defined, suc 
pser Mi ec parsed ‘or surveillance and surch heel as set forth elsewhere 
rein tor Ind roe] pees, except as set out in lowing paragraph. 
i alco Capital Surcharge - per month 
6. Governmen User C arges. 


rvice Char: 
ore for awed eded roll be boedo nm eed cee oT tion, unless 


otherwise measured, in accordance with the following charges for this classification of 


service: 
Cents per 100 cu. ft. Inside Ciy Outside Ci 
reatment $ 4 
Conveyance, Collection, Billing 52.54 65.68 
Capita 29.59 36.99 
149.57 186.97 


Total User Charge 


B. | User. at Charges 


ẹ the exer on U au in this classification is not a metered water cooper there shall 
at 


be imposed e estimated by the City. A 25% surcharge shall apply to the 
rate che raed to users located oe he a 3 PP % 
(e ther Governmental User Charges 


Inside Ci Outside City. 
1: en Biling Choras ; per bill 73 “sf 
xcess Stren 
In the event ey user under this classification contributes waste haying a egn 
Sf oae vi XCESS O estic vaile characteristics as hereinbefore i 
agoch user US | be Toras r surveillance and surcharges as set forth elsewhere 
rein for Industrial Users. 


3. _ Inbalco Capital Surcharge- per month $4.65 
Z. Contract Customers Unit and Other Charges. 
n the event the iy consummates a contract fo ae as a regional eee plant for 


any, other municipality or private sewage utility, ei ther contiguous to the City or in its 
environs, said ine shall tee eA the ots lowing unit charges: 
a) olume Charge (cents 

T 67.44 


b) Variable Charge (cents per 100 cu. ft) 
yariable charge Jon conveyance ay collection costs a sede to th 


rtion 
o e conveyance sysi ini er Sperating core associated therewith th available to 
e contract customer shall be gompyted by he City and added to the reaime : 
cost to arrive at the oaee s total meter 
c) Flat Charge. 
n addition fo the foregoing charge based on ment pi of sewage treated and 
conveyed, each contract qustomer w will pay a monthl ge rege $1.65 
and an appropriate monthly surveillance charge ba e type of testing 
ir A according to the contractee’s customer base. 
d) Excess Strength of Waste Surcharge. 
n the spol of confract customer user contributes w sie kovinga a toxic str ngth i in 
exces: ame waste characteristics, as erginos Ol rg del a na 
«based on th efl lowing unit process charges wi | be in effect kr i waste found to 
be in excess of limitations: 


rate. 


Cents Per Pound , 
Suspended Solids - (SS) 
Biochemical Oxygen Demand - (BOD) 14.17 
Phosp! orus (FL 96.17 
Ammonia 20.74 


e) Capital Charae. 


“NOTICE OF PUBLIC HEARING CONCERNING PROPOSED GHANGES OR 
READJUSTMENTS OF FEES CHARGED BY THE CITY OF FORT WAYNE WATER 
-POLLUTION CONTROL ray ae Coenen WORKS"). NOTICE:IS HEREBY: GIVEN: 
Al THE COMMON IL OF WE CITY OF Ten ADE INDIANA, WILL 


col 
ONDUCT A PUBLIC NEARING ON TUESDAY, MAY 1 UA ÁT ra A PM Bar 
TRENN THE Be cn COUNCIL CONFERENCE ROOM E 128, Cl 
COU TY BULDI G, ONE MAIN ay TREET, FORT WANE INDRA, CONCERNING 


CHANGES O READIUSTMENT SIN (FEES CHARGED CITY OF WATER 
“POLLUTION CONTROL UTILITY  SEWAG WORKS”) PROPOSED BY EIS NO. G- 97- 
*Q4-10 INTRODUCED AT THE APRIL 22,1 59 MEETING OF THE COM 
” COUNCIL. THE PROPOSED SCHEDULE OF | F PRESAS IS AS fou ows 

ie Deposit to ensur ment of sewer ‘efunds - itures - Uses.  ' 
“tay. Porsuonk: to ndia a Code 36-9-23- 8 cH Uti fist may require the owner, 
Szet lessee, or user ol property served by the tility to pay a deposit to. ensure 
fe yyment of sewer ie 

e deposit req (ed all equal the dstimated average. paymenj due from the 

property: served by the Utility for a three (3) month period. Deposits shall be 
‘retained in a separate : 
The deposit, less any outstanding penoltieg and service fees, shal be refurided to 
the depositor after a notarized statement from the depositor that as of a certain 
late: the property being served: 
1. Has been conveyed or transferred to another: person; or 
g4 = 2. No longer uses or is connected with any part.of the municipal 
sewage system, 
A statemen under subdivision (1) must i ip clude the name.and address of the person to 
pom m e ne propery Ei say or ae err 
fepositor fa ils to satisfy costs and ees within sny ( vans doy, after the ` 
= fg capone of his use or ownership of the property ei the deposit d and al. 
accrued interest is paea The forfeited amount Xhai e applied tane 
g sitor’s outstandi ng ci Aay excess that remains dus aut Sbp cation of the 
iture may be col lect e manner. set oyt in Sec. 5 
11100 0 herein? A:deposit ma be us to stil 
SNI e municipa ity UN ler th is chapter. 
le) A sil jade under poy, sector iat tee semained unclaimed by the:depositor 
ar ore an n (7) years atter the,termination e services for. w! icl the 
sit was made becomes the. property o! City. Utili Ui 


Residential User Charges. 
$ Ciy Service Charge 


‘A : ; 
» Charges ‘or servic f render to residenls within the. corporate bpundories of the City 
Fort Wayne shal be based on The flow water consumption, unless otherwise ~ 


“b) 


all.or E oF a sacks ment 


In ete be wi 


measur lowing:c arges for-this-classitication.of service: 
> Cents per 100 cu. f. ; i 
e ei ere GAL , 
èJ | Conveyance, Collection, Billing 52:54 
apita 291591 
149.57 . 2 


utside City 
ea) for services. Bie to residents outside the corporate’ Cun af the cy 
Fort Wayne shall | be ba njèjered water consump! less otherwise” ` 
& measur , in accordance with the epi? charges this Head de ot service: : 

Cents per 100 cu. 


‘Treatmen’ Epis 84.30 
Conveyance, Collecion, Billing -65.68 
Capita : ; 36 ee 


Total User Gigs 


ett 2-Qutsid City Billing Charge 

pas fn al-users resing opi Kah the gorporgie eile of Fort Woyne shall 

«be billed a monthly billing tee ol 

pacreinalier. ss tec or "oat City Sel be read to distinguish. users located 
le 


Within or outside the corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 
“iy te event her i ny user in this eee is not a metered water customer, there. 


shall be imposed Hat charge rates as follows: 


“Monthly Flot 

Classification of. Customer Cha arge A) i 
ee cel City * ouside City 
Residentia User - Single Family Dwşling ans "$16.61 » 20:76). 

Residential User - Multi Family Dwelling i “To be estima City. 
EW Month flat charges form multi-f li: family dwellings shall be pasa on ‘the: enomben 

2 ‘amily units accommodated e system multiplied by single family: 

fe dwelling mont yena charges. A 25% surcharge: ‘hall “apply to the rates charged 
users outside 


2) ihe Utility shall retain Nadine tation supporting, is estimains and thes: 
+ billings based thereon. Such determination of billings may : reviewed 
and adjusted by the Utility at any time. Howerer, no | af 
a pirat additional M e or rel elud. egy rest more than-six, (6) 
pects a fter the. due date of the billing sought to be a quakes j i Ta 
D.  mbalco Capital Surcharge - per mon 
3. Industrial User:‘Charges ns 
zA, Service Charge 
“Chorges for senice Tadd shall -be us di 7 metered water consumption, unless, 
+ otherwise measured, in accordance with the a llowing charges for this classification. of 


service: 
Cents per 100 cu. ft. Inside. Gi Outside ay 
2 Treatment sens 67. a 
ene Collection, Billing š 32 Z 65.68 
Capita 36.99 
LA Teta User Charge : 448. 3 186.97 
“B. Other:industriaf User Charges ses 
Outside Ci 


Inside City . 
iy Monthly b illing charge. per bill : IR 
Excess pieng 

wosteth ying trength of sewage in excess of domestic waste characteristics as, 
on the fo gwing | unit process charges ; will be 


3 ere ʻa surcharg Si 
ine fact ai I‘waste und to be in excess of-limitations: 


Cents Per-Poun 

i Bushended policy (SS) $6.83 - 
= Bjoch mical Ox Oxygen Demand - (BOD) 14.17 
g o 96.17. 


Phosphorus - - i 
Ammonia - ( 20.74: . 


4. Monil Biling Charge - per bill | 


ELH 
‘ 6 Governmental pent arges. 
Cents per 100 c cu.ft. 

i reatment 


im Ee charge estimat 
rate cl oer to users located gutside the City. 


«environs, said contract shall provide for the 


astes Surcharge - in the event an industrial user contributes ` 
o 


User Flat Charges 
Eh e even any user inthis dessfcajon $ Ht a een water ee there shall be 
me a flat charge estimate: rine ty. A 25% £ sifcharge. shall ‘app! A to the rate- 
charged to such users:located out the eae 


4. Commercial User Charges 

ervice arge 
Charges for services rendered shall be based on met 
otherwise measured, in accordance with the following.charges for 
service: 


tered water Ga E unless 
is classi ication of: 


Cents per 100 cu. ft. Inside City Outside Ciy 
reatment f 7 

s commeyanee: Callection, Billing 52.54 65.68 
Capita ‘ ‘ F 229.59 36,99 >: 

Total ser Charge... 102.77 186.97 

User Flaf Charges 


e event an use ih this classification’ is not neerd wae er customer į there ye 
iat charge-rate Sout "he Ci.” A 25% surcharge shall | apply to” 

je the Ci 

Other Commercial Charges y 5 


nbalc ital Surcharge - per month 
ihly, Bili Ier 


B. 

In 

ell rate fe chor ge to users located outsi 
Cia ke] 

2, Mon ing Charge - per l bill 
3 


indice Gy - ‘Outside ci 
Excess Strength 


a. Inthe ipa any user under this classification contributes waste haying, a 
stren sewage ii in Gases of domestic ware charaet rishi as herein ic} 
‘ a such user will’ bé charged for surveillance ‘and surcharges as set 
h elgewh ere jerein for Industrial Users, except as: set out in tne a 


lence ra 
b. Restaurants - Creal penp Pamani enggged i inthe bvjinss of : 
prèparing and sell ling cook ed items an pe rnd shall pay an 
pdrastrangin sy surcharge of S 76 cents per one hundred cubic feet inlieu ie 
fose sc ed surcharges othe oth ie set forth herein. For the purposes of; 
ine hapter, a user. eed supplemental retai iler ft under: 
i 


ana code 7.1-3-16. olied 2 (ol or ( ishal presumed to fall within this. 


2 mai Charges. EE 
Service Charge 
Chor Fea rie shall be! e ‘on m y Wateriear purp ion unless 
e following cl 


ENE measured, in accordance with arges for this Cassi cation oe 


service: <} 
Centsper 100 cu.ft...» Inside Ci ‘Outside Ci 
reatment p } F : 
Conveyance, Collection, Biling eat 52.54 - 65.68 
a = lik ee 29.59 : 36. 99s eai aaa fae 
~ Total User Charges. i (149.57 186.97 97: ; 


User Flat C| harges ; 
int e yenki an r in this an ion is potè ö metered water: custome, tes shall. 
e imposed aie orge estimat A ‘the City. A 25% Sea apply. to, me : 


Hs at c org edito users | ealed: outside th e City. 
i Inside City Outside cy 
2. | Excess Stren 


“i Other Institutional C drges 
«In the. Saas any user ynder this dossificgtion contributes waste hoving, a sie, ae! 
oF sew ay in bored domestic waste c ngracteristies as hee defined, suc 
| user wie charged for : surveillance aid:surch aise sas set nh ebewiers : 
h ian ‘or indparial | Users; except as.set:out i n l lowing paragraph; 
Inbalco Capital Surch arge -per mont i 


ervice Char: ; ie eee a 
Charges for. seice “obci shall be sed on med water consumption, unless 


otherwise measured, in racer Hanee with the llowing charges för- this;classi ication of ' 


service: ae 
a Inside a Outside. Ci. Ey Aan 


ie Collection, Billing ae i 8 54... 65.68. 

Capita esis gar. anne ger 36.99 

Total User E. RUTENI 14937 57: 186.97 97. : 

£ User Flat Charges 

the event any. metered water customer, there skal” 


ee n:this: Jf fin isnot 
ae ie y the City. A 25% suliciae shal 


er Goyernmenta User Ch arges, SENA 


4 “side Cy Outi ae 
Excess: Stren: 


In, e event. PY user. under “this araon contributes“ Gane sl glengh 
i of semege.t In excess o! dope tics waste: characteristics « as hereinbefore. a 

uchti Verw e charged, for surveillance ane surcharges asset forth elsewhere 

reinf4r vibe o Users. i" A : 
Inbalco Capital Surcharge - per month =.” $4.65. 
ustomers - Unitand ther C Charges., 
n the event fhe Cily consummates'a contract fo serye as a regional treatment plant: ee 
any other municipality or private sewage utility, , either contiguous to the ane or in: its. 
ol lowing unit charges: 


NE he : 
Monthly Biling Chargs - per bill 


a) Volume Cha je {cents r 100 cu. fi. 


reatment 67.44 


‘b) | Variable Charge (cents per 100 cu. ft) i 
ee Aroriobie hargejior conveyance and collection costs iu oe tothe a 


e conveyance ‘system Pe “operating costs associat erewith lovato le to. 
a ed byi e City and added to the: treatment 


contract customer s$ all be comp! prt 


w & arrive at the neces. $ tot metered rate. 


c) Flat Charge. 
n addition to he foregoing charge ‘ss on volue of sewage treated and - and ; 
conveyed, each ‘contract ystomer wil pay:a mon "hee Pet 
' and an appropriate mo ly surveillance charge onthe ype o aes 

necessary.according to tne ‘contractee’s:customer base. — 


i tor al waste found to 


o 
od): Excess Strength of Waste Surcharge. 
| Dn the event of contract customer user contributes w ise havj ngay toxic srgnghi in 
: excess of dome: ie waste characteristics; as erein fore def ned, a surc arge . 


pas on the bl lowing unit og Soe will be in'e 
in excess of limitations: < `, 


, Cents‘ Per Pound . 

Suspended Solids- (59) By 
Biochemical. Oxygen a (BOD)... 14. 17 
Phosp orus = Ce So Ril 
Ammonia i --20. y 


e) Capital a: Nil PN A Bear aes 


AMENDED NOTICE OF PROPOSED CHANGED OR _KEAUJUSIMENTS Ur FEES ey br Incr 
OF FORT: WAYNE WATER POLLUTION CONTROL UTILITY PERS 

DUE TO SCRIVENERS OR MATHEMATICAL ERR RONS IN THE ORIGINA PUBLICATION OF ae NOTICE OF 
IE COMMON COUNCIL OF THE CITY OF ORT 


L NO. G-97-04- 
*OUNCIL THE PROPOSED SCHEDULE OF FEES IS Ae FOLLO 
1. Deposit to ensure ent ot sewer fees - Jaye sea Uses. 
3) Pursuant to In iong O fl Tes may require owner lessee, or user of 
roperty served by pe fo poy a ‘ton posit to ensure payment of sewer tees. 
(b) Th deposit jeauitse all Vequal, th he eima average ayment due from e property served by the 
Utility for ath Windies sits shall be rel ained i isan ate 
(c) The deposit, | E ey opstane care ties and SR ice fees, hea pe retunded to the paser after 
a notarized statement from the depositor that as ol Paeon late the property being serv 
1.Has been conveyed or trans erre ło another ron, or 
2.No oniger uses or is connected wih any part of the municipal segge system. 
address of 


4 statement under syk jion (1) must inc ude the name and e person to whom the property ` 
s IROS =: Frans i 
depositor lo ail B eyes oe and me Within A days after the lermingticn of fier use or 
peer i qf the prop perty sary s posit and Al operued interest is forfeited. The fo 
amount shall p! o H ee soos a K oystond is Any excess that remains due atte 


here a aS rhe ae ee sea or part sdin heme nent aurin Sep OP? end Sc. i ihe 
fe) vA deposit made under this section that has remained unclaimed by the depositor for more than 
pad eae glist the termination of the services for which the deposit was nase becomes the property 
2. Residential User Charges. 3 

in City Service Charge 


Charges fer e rendered to residents within the corporate sel of the City of Fort 
en metered water consumption, unless otherwise measured, in 
lowing charges for this classification of service: 


pa 
i 


Wayar mal Pe with Pet 


Cents per 100 ‘cu. 


reatment 67.44 
Conveyance, Collection, Billing ; 52.54 
Capita j 29.59 
Toia Wal Charge - 149.57 
In Ci Bill Charge = ` 
Resident users inside fe City shall be billed a monthly billing fee of $1.65 


B. Outside City Service Charge 
utside City 


Charges TE rendered to residents outside the comperate l boundaries of th hg: City of Fort 
Wayn shall be bared aN metered wate consum tion, un! SS oth erwise measur in 
accordance with he ‘allowing charges this classitication of service: 


` Cents per 100 cu. 
Teatment i 84.30 


* Conveyance, Collection, Billing $ 65.68 
Capital! A 36.99 


Total User Charge 186.97 i 

2. Outside Ciy Billing Charge, 

Ese lentia hars res residing outside the corporate boundaries of Fort Wayne shall be billed a monthly 
1 


Ing 
po AR ciy or “outside City” shall be read to distinguish users located within or outside the 
corporate boundaries of the City of Fort Wayne. 


C. User Flat Charges 

In-the event that apy user in this classificatoin is not a metered water customer, there shall be imposed flat 

charge rates as follows: $ 
Monthly. Flat 


T 7 Single Family Dwell In Ci utside Ci 
esidential User - Single ami in ; 
Residenti MA Multi Forni vi Dwellin a To be estimated by Ci 
1) Mont inh hot ei charge or yo ull, iduallings shall ibe araon ipe number of family units 
by the ey tem multiplied by the single anil he Gy ing monthly charges. A 25% . 4 
s rcha ys all apply rates charged to users outside 
2) ey shall retain egumeniton supporting its phim de gn Phe bilings based thereon. 
suck eterminpj ion of jlings may þe reviewed and a diie by the Utility at any ti However, no 
gaiystment, add itional c harge 9 or refund may be made Vee than six (6) years a er ine due date of 
il lng sought to be adjusted. 
3. Industrial User reh harges 
x Service Charge 
Charges or services re 


ie low shall be used a metered water c pnsumphion; unless otherwise measured, 
ol i 


w 


Classification*of Customer a 


acc 


in accord lance ais h lowing charges for this classi ication © of service See 
ents per cu. Inside utside City 
reatmen' ý 
Conveyance, Collection, Billing 52.54 65.68 
Capita 53 129:59, 36.99 
Tothl User Charge 149.57 186.97 
B. Other Industrial User Charges = g men e 
nside Ci utside Ci 
yew Monthly billing charge per bill $1.6. ay $1.65 y 
2) Excess Stren astes Surcharge - in the event an industrial wer contribute waste havin: 
strength Ti sewage in excess of gig ir este cl haro teristi ics as pet defi ef a surcharge N 
; following unit process charges will be in effect for all waste found to be in excess o 
nE c aA 
ents Per Poun 
Suspended. Solids - (SS) .- : 7 
Bioch mical Q. m Demand - (BOD) 14.17 
Phosph ers HE 96.17 
Ammonia - 20.74 


C. User Flat “ts 2 
In the event any user in this classification is not a metered water customer, there shall be imposed q flat 
norae estimated by the City. A 25% surcharge shall apply to the rate charged to such users located out 


a “Commercial User Charges 
Service Charge 
Charges for services re d red shal be barad on nhs water consumption, unless otherwise measured, 
in Helga Mik the a lowing charges for this classi eae ae service: Sie 
t: t 
roe a us 
Conveyance, Collection, Billing ` 52.54 65.68 
Capita 29.59 36.99 
149.57 186.97 


Total User harges 
B. User Flat Charges 

In the EEREN any user in this classification: is not a metered jerr customer, there shall be imposa a fla 
charge rate estimated by the City. A: 25% surcharge shall apply to the rate charged to users locat 


outside the Ci 
Inside City oinee City 


C. Other Con ercial Charges 
1. Monthly Bi ing theres per bill 
a. In the en any user under this seii ash contripyte waste having a strength ot age in 


2. Excess Strength 
excess of domestic wasle characteris s as herein defined, such user will be charged for 
surveillance and surch arges as set forth elsewhere herein for Industrial Users, except as set out 
in the followin paragraph. 
b. Resaurants - Commercial users priparily engaged in the business of preparinc and selling 
coo ed food items and beveri rages shal | poy an enra strength surchar 6 cents et one 
hundr oo ic re in lieu of those scheduled sun harges otherwise ech be erein. For 
purposes of this Ch gpter, a user el sed to hold a supplemental retailer's permit under ` 
diana Code 7.1-3- 16.5-2{a) or (b) i 


5. Institutioncl User r Charges. 
ervice ars 


Charges for se rice op dred shall be based on metered water consumption, unless otherwise measured, 
in accordance ai lowing charges for this classifi icanon opsende: o ae 
ents per 100 cu. nside City utside City 
reatment $ : ‘ 
oeer Collection, Billing 52.54 65.68 
Capita (29.59 36.99 
Total User Charge 149.57 ` 186.97 
B. User Flat Charges 
e event any user in this classification is not a metered water customer, there shall be imposed a flat 
srs e estimated mi the City. A 25% surcharge. n Il apply to. the rate charged to users located outside 
ity. 


SEAE aoso 


O. vovernment user Unarges. 
enige arge 


Charges | Tjservices ite alow shall be based on meter red water consumption, unless otherwise measure 
eA Eih llowing charges for this classi canion of service: 
U. ` Outside City 


Cents per 100 c Inside City 


Treatment 
SE ance, Collection, Billing : 52.54 65.68 
Capital : 29.59 


36.99 
B. Tpl ser Charge User Ch arge 149.57 186.97 
ser Fiat Charges 
lniheteenonvincer in ony pjer M this classification is not a metered water customer, there shall be imposed a flat 


an e estimated by the City. A 25% surcharge shall apply to the rate charged to users located outside 


e her Governmental User Charges 


inside oiy 
I. Monthly Biling Charge per bill : 


Ouida ay 


ie He ess Stren 


e event Sy user under this classification contributes dined’: havin a strength of sewag gp jn 
orcas domestic waste character} zti zanr ejeinoel ore d user will be charged for 
survel lance and surcl arges as set ehars herein In iomal Users. 


7. The ee Customers - Unit and Other Ch ees 
In the event the City consummates a contract to serve as a regional treatment plant for any oth 


munic Pirie or giros sewage utility, either contiguous to the City or in its environs, said contract sh 
provide following uni ch ia es: 
a) Volume Char e (cents cu. 

reatment 


b) Variable Charge (cents per 100 cu. ft. 
variable charge tor conveyance an relico costs pi butable to the portion of the conveyance 
system and operating costs associated therewith available to the contract customer shall be 


to the treatment cost fo arrive at the contractee’s total metered 


compiled by the City and ad 
fe lat Ch g! 
ite on the foregoing char: rae Mai on volume of sewage treated and conveyed, Wor 
n 


conta t customer wil pay a moni ill g charge of $1:65 and an appropriate month 
orei lance charge based on the nae of testing necessary according to the contractee's dustonie? 


d) Exess Strength of Waste Surcharge. 

“> In the event a contract cus omer usen contributes waste hoving a toxic strength in hoes of 
domestic waste har teristics, pene fore defined, a surcharge based on the following unit 
process charges inceler for at waste foun to be in excess of limitations: 

Cents Per Poun 

Suspended Solids - (SS) ; ; 

Bioch gical Oxygen Demand - BOD) 14.17 

Phosph ous G 

Ammonia - 


e) Capital ac e. 
Where a ronkad calls for the payment of qcopital charge, such shall be billed to the contract 


customer (All en County Institutional Power Plant 
¥ 


f) Capital Surcharge. 
n fie event a contract, ustomon deliv sewage for pesine to the City for a period of 90 


cou ao which is in excess of base MGD contracted A m custom ar val be subject 

to a capital harge, computed qt the rate per 100 cu. ft, in effect for outside tg cy customers 
set out elsewhere herein, times the excess percentage of MGD prea 
MGD by contracted MGD. 

g) Other Provisions 
In the event sewage bora ursuant to any contract fel have into ioe this ane exceeds any 
of F the fim itations imposed is Chapter, the City shall have the rig t to impose a | charges, 
limitations and penalties applicable to any non: stich user by the cy Fach contract entered 
ey y fhe City pursuant to sof ages rate classification shall provide that me ect 


‘di actual 


appl lege le to its users customer shall agree te gnag? and maintain q Sewer U On inance eop 
ser, Char: ‘i S System acceptab le to the ity tyan n con rmance wih the the City's 9 A gations under 
Sec. (708 (b)( lic law 92- 300 E emendas and supplement deli ines and 


ulations omy ated thereunder vironmental pea and eny an 
AQ CFR 35-905-8, 35-928-1 and 35-928- Yon 35-935- 


8. Bulk Waste Char. ae 
e Bulk W for al indusril waste poeple for disposal which has been en red bye ana proved we 
Hauler be s 's plant 93.81 per load. For pürposeso computing charges El oad is d 
as 1,0 Seo in Ba nony T fracti olen 
eres r all domestic waste livered to City’s plant by customer's truck or tank = ps. 24 per loc 
urppses o computing charges hereunder, a load is defined as 1,000 gallons ol akian P ora 


kadh ion thereof, 


Hed k waste |o loa pads fam ed to p the Wi ter Polluti fon cen coe port shall be accompanied by a ‘ 
ayen Manitest” for wh ic provi 
alk waste haulers shall 'also be ril be a billing by ihe P $1.65 per bill. 

9. Liability for Surcharge. 

“Ea dit isc groing wastes into the collection syste snol be subject tọ a l strengi rokwastos surchar; 
in ad ition to other sewage service qarges imposed y | this or inance, ed on jhe fo llowing minimi 
aren jaracteristics tothe extent i at au wastes are concentrations gredier 

ies emiga oxygen demand of 300 pailigreans per liter. 
i Ch mical xyggn eman £3.88 600 nl ligrams pèr, liter. 
c) Suspended soli siconr e io lligrams per liter. 

P osphorus contento ligrams per liter. 


e) Ammonia content of z milligrams per liter. 


10. Computation of Surcharge. i ; 
The surcharge shall be POD er as follows. 
The excess pounds of BOD or COD ichevet results i ihe anne char el: suspended sqli 


hosphorus an ammonia il ech be computed by first multiplyin ser’s bi ek e 
measured i in units a et big fee ae Peame i wiping od. by the re facio 0. 00 232 if ond f 
at hiplyin ng his PS uct by fds ob pewaen (a) the concentrations measured in milli aan per tit 


D), suspended solids, phosphorus, an ammonia respectively j ite tere E 
(b) the a on concentrations set out in Section 51,076. The’ surc charge for each oe ee aE will then 
determined by multiplying the eac pounds oF Feach constituent bs y the appropriate rate ol surch narai 
ee t COD measurement is used, as'hereinbefore provided, 50% of the excess pounds measured will 

to pampuna the senuivdlen lent BOD charge. 
it. Continuing Surveillance Sampling/Waste Evaluation Charges. 

sers discharging wastes into the system requiring continuing sprveillance sampling and was 
evaluation shall be subject to the following fixed charges to cover the costs of such services per dischar; 


int. 
ie Monthly Evaluation Charges 
wpe Evaluation $104.33 
2 Evaluation fiñcludes metals) 153.58 
EAOn Charges - Per Occurrence 
pe | Evaluation. $313.00 
es pa 2 Evalyation (Fag metals) 460.75 
Compliance (FOG) 76.00 
Saupe Co Sak 190.00* 
Plus applicable Ë meg testing charges. 


12, Delinquent Fees per Penalties as Liens; Duplicates - Collection. 
pe aeni charges for sewage services erT stormwater „services, gs d applied penalties, record 
ees and service charge: ey be made a lien upon. the property. e delinquent 

-33. 


DEER is, 
ee erty oiner and may be Collesed artocca cance wily the provisions chindienia Code se 
an 


lection Throu ify Court Actions. ; 

ition to the orgoing rer remedies; the City moy recover, the amount of the charges for sewage servic 

penolis of 10% of the qig uent, fees and parnah le attorney’s fees in a fol action, and m 
reclosure liens established is Chapter in accordance with Indiana Code 36-9-23-34. 


14. Enforcement. 
hose provisions of this Chapter not specifically degli with graves shalli shall e e priforeed. by the pired 


City Uti ues and such deputies s pS Director, with the approval o oF lic Works, may 
Tanel or such purposes, WI eneve pa Director or any such daisies ‘Fal deem it appropri ye 
e any person witt a violation(s) ol this Chapter, he shall issue fo sucl rson a Notice ol ee at 
and/or Summons, which shall be processed according to the provisions ot Indiana qa (34 
an iy ee Uti Ri Eae Regulations, or pursuant to ordinance adopted in accordance wi 
Section 3 
1S: Penal for AA 
Any erson y o violates ras fails og omply with any provision of this Cha ter or gt ihe the Re G 
v etiga: of S ple eu sk ic, Works s or Administrative Orders pam ining erelo, s be subjec 


nne of up to $2,500.00 per day E set out at Section 10. ft of Fort Pes Code 
Ordinances or os = cine provided | y Indiana Law. Each Nee that suc va lation(s) or noncompliar 
continues shall constitute a separate offense. 


USERS OF THE SEWAGE WORKS, OWNERS OF PROPERTY SERVED OR TO BE SERVED BY T 
SEWAGE WORKS, AND OTHER INTERESTED PERSONS ARE INVITED TO APPEAR AND BE HEA 
CONCERNING THE PROPOSED FEES. TAE HER RI Ke MAY a ts DJOURNED FROM TIME TO TI 
WITHOUT FURTHER PUBLISHED NOTICE. THE HEA THE COMMON COUNCIL M 
ADOPT THE SCHEDULE OF FEES, EITHER AS ORIGINALLY INTRODLICED OR AS MODIFIED. 


REASONABLE ACCOMMODATIONS” FOR“PERSONS WITH A KNOWN DISABLING CONDITIC 
1} RE CONISINEDED IN ACCORDANCE MITH. A STATE AND FFDFRAI IAW ANY 


AMENDED NOTICE OF PROPOSED CHANGES OR READIUSTMENTS OF FEES CHARGED BY THE CITY 6, Government User Charges. i as 
DUE TO SCRIVENERS OR MATHEMATICAL ERRORS INTHE ORIGINAL BUMLIC REIGN ROP ACNOTICE OF Charges tor services services se shal be ted gn metered water consumption, unless otherwise’ measured, 


PUBLIC HEARING BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, INDIANA, ON in accordance wi lowing charges for this classifi cation of service 
TUESDAY, MAY 13, 1997. AT 5:30 PM (LOCAL TIME) IN THE COMMON COUNCIL CONFERENCE Cents per 100 cu. Inside Ci Outside City 
M, ROO} 8, CITY-COUNTY BUILDING, ONE MAIN STREET, FORT. WAYNE, INDIANA, THIS reatment ~ : f EBA: x 
AMENDED NOTICE (S HEREBY PUBLISHED CONCERNI HANGES Ol R READJUSTMENTS IN FEES Conve ance, Collection, Billing 52.54 65.68 
ERER BY qe soy ie WATER POLLUTION CONTROL THAY REAS E WORKS") PROPOSED Cap a 29.59 36.99 
BY BILL NO. G-97-04-10 INTRODUCED AT THE APRIL 22, 1997 MEETING OF THE COMMON Total: User harge 149.57- 186.97 97 
COUNCIL THE PROPOSED SCHEDULE OF FEES IS AS FOLL WS: : B.. User Flat Charges : 
1, Deposit to ensure nt fees - Refunds - Forfeitures - Uses. h the event any per in this classification js not a mi gered woke customer, hate shalk:be imposed a Re 
ursuant fo : ity Utilities may require the owner, lessee, or user of harge estimat aby the City. A 25% surcharge shall Í apply to the rate charged to users, located outside 
ProPRY Hy served | by the Utility to pay a deposit to ensure payment os zer es. rame EOM 
: hi sit regure shall equal the estimated average aymeni due. property served by the < Other Governmental User Charges pas PRESS i ast 
Utility for a three (3) month ppriod: Deposits shall-be retained pepe ale the pr es e ciy Sueo Oy, 
[c) - The deposit, less any Shion ing penalties and service fees, sha fke refunded | kl ‘the aaa after 1. Monthly g Biling Charge - per bill .65 
a nota ized statement from the sitor ras of a certain date the property being servi 2. Excess Stren 
1 es een conveyed or transferre 40 ano! er person; or. In the event ne user Under this classification contrib tes ygt having o a ‘Strength of sewage jn 
2.No long anger uses Qr i is connect th any part o mani | sew age system. exces of ornestic waste character} TE as hereinbefore de ined, such usef will be charg 
A statement under subdivision (1) must include e name Er Sian of the person to whom the property ‘surveillance and surcharges as set elsewhere herein for Industrial Users: __ 
|S conveys oh transferre: Contract Customers - Unit ai er Charges. 
Ifade sop ae e satisfy costs and feiss within ity (60) dys after. the fermigo ination of his, os n the even e consummates,a fon ract to serve as a_regional treatment plant for any other 
owners ipigi ih pery s sit and ee interest is for! ed. Thek o previde forie or B ivate Siei Utility, either contiguous to the City or jn its environs, said, soniract shall 
amount shall pe applied the E Kaytstanding fee s, Any excess that remains ter prayo e flowing unit en es: \ 
application o orten moye o c nine manner set out in Sec. 51.099 and Sec. 51. 100 a) Volume Charge cents cu. ft. 
prain. A deposit may be used to satisfy all or bart of any judgment awarded the municipali under this ` b) enh eni z A 
apter. ari rge {cents per cu. 
el FA deposit made under this section that has remained uncloimed by the depositor for more than variable charge tor conveyance an collecti n fos piiributable to the portion of the conveyance 
system and operating costs associated therewith available to the contract customer sha 
; aA years after the termination of the services for which the deposit was made becomes the property computed by the City and added to the treatment cost to arrive at the contractee’s total metered” 
Jl ilities. rate. 
2. Residential User Charges. $ c) ki Charge. 
L hn Ciy Se Service Charge i a ition to the fore facing charge PE froh on volume a yewoge ented and convey ved, gach 
it conta ¥ customer will aimonthly billing charge ol and an appropriate monthly © 
Charge S i pices rendered to residents within the corporate Sake of the ly of Fort uve lance charge ted on the ype ol pag che ge of according t fhe contractes d 's customer 
Wayne ig an be bpsed n metered water-consumption, unless otherwise measured 
accor T l ba heel lowing charges for this classification of service: d) Excess Strength of Waste Surcharge. 7 
Cents Uy In the event a contract customer user fal ue waste having f toxic steng thin paee a 
eatmeni 67.44 domestic waste characteristics, as heri ofin a surcharge hosed on the following unit 
Conveyance, Collection, Billing : 52.54 process charges will Gein el eet for al waste found to net. rites of limitations: 
Capital i Se 25? j Cents Per Pound « ayen 
Total User Charge ; 149.57 Suspended Solids - (SS) yee i A tanb 
2x SIn Ciy Bilieg Chargé ; ; nN Biochemical Oxygen Demand - (BOD) 4.17 
_ Residential users inside the City shall be billed a monthly billing fee of $1:65 Š Phosphorus ils 96.17 
k T ON Service Chari , tf Armona- 3) ; 20.74 t 
T, Ou sda Ci e) Ca rge. 
Charges fory prices treed residents outside the corporate boundaries of th ue of Fort Wherea contrat calls for the payment of a capital charge, such shall be billed to the contract 
Wayn sed n metered water consumption, unless otherwise measured, in pea (All lig County Institutional Power Plant): i 
accor ae vi th the following charges this classification of service: f|. Capital Surcharge. 
Cents per 100 cu. ft. Th fe event a conrad customer deliv (ealets for treatment to the City for a- peed of W ie 
reatment : 84.30 consecutive days which is in ress of base MGD contracted rae en cust mer will be subject 
Conyeyanee) Collection, Billing - $5.68 to a capital charge, computed ies the rate per 100 cu. ft, in effect for outsi Cty Sort 
Capital : i 6.99 set out else Sether hreina times the excess percentoge of MGD aN y dvid ding actual’) 
Total User Charge 186.97 i contracted M s 
2. Outside Cif Billing Charge g) ie rovisions 
Regent ential users ros residing outside the corporate boundaries of Fort Wayne shall be billed a monthly In the pent sewage received ed pu ursuant to any contract entered into under this sectic piceeds any 
illing fee of the limitations imposed by this i Chapter the City shail ha have ihe righ t to impose all charges, — 
lereinatter ” eee R or “outside City” shall be read to, distinguish users located within or outside the imitations and penalties applicgb le to any non- tract user b on Fach contract entered.’ 
orporate boundaries of the City of Fort Wayne. < into by he City pursuant to qřegoing rate classification shal reci e that the £9 ntract. 
User Flat Charges a ppi icable to E users customer. shall agree to a an and maintain nee Use Ord nance and 
1 the event that any user in this classificatoin i is not a metered water customer, there shall be imposed flat Sarge stem jacceptob le to the City and jn:con lormance wilh the City’s ligations under 
narge rates as follows: i $e! 204 i ii Blich w 92- s e and supplemented, and guidelines an 
Ì Monthly Flat } ulations omil thereun er bythe US. Fexionmenal Protection geny jand 
lassification of Customer harge ; Agr ata ae 928-1 and 35: 28: 2 and 35-935-13, af 
in Ci utside Ci 8. Bulk 
asidentiol User - Single Family {Lwing Z n kW = S in Sti apse suitable for disposal which has been onard bye ‘and ane Water 
esi ia Y r - Multi Family Pal ni estimated by Cty ; Hauler no City’s pla f purpoiez a computing charges hereunder, a Spg is:detined 
) Monthly flat ch pgs for mühi: mily jyglings shall based on the num family units 00 g eni cflenk so E ge oe eg ba 
accomm fel o peasy tem multipli e single fami doeling mon ly charges. A 25% aAa: or mestic waste delivered to Ci nt by customer's es or ata 56.24 per load. 
one GE e sl all aaply e rates charged to users outside de he C Giy, fo ses of computing tharges H ereunder, a load is defined as 1,000 gallons of tan aa or any 
Ui shall. retain a supportin is pet inten ind the billings based thereon. chon heres 
Such letermination of billings may be review y the Utility at any time. However, no All bulk waste pads gelivored to the Water Pollutio sion Cop Control Plant shall be accompanied Py a."Waste 
Gd i siment, additional ch ge or refund may are more retin six (6) years aher the due date of H on {” mi nien will provid A 3 
i te bili ling sou po bea justed Albu lk waste haulers sho shall also be assessed a billing cl ee $1.65 per bil. 5? ; 
ndustria ; ‘ j or Surchai 
Service referee s serdischargin nate into ihe collection system shall be subject to a strength-of-Wwastes surcharge, 
harges | for senigas r oed shall be used on metered water c sumption, unless otherwise measured, -` mrad neh icine sores le service charges impos y this or inohee bee oS thie following AINU 
accordance wi eo lowing charges f for this classification of service: s aren PE ristics to the extent that such pastes are jn concentrations reatar 
Cents per 100 cu. : -Inside Ci Outside Ci ochemica oxygen emi hd of 300 milligrams per liter. 
Treatment : : : b emic yg n.deman deha milligrams per liter. 
Conveyance, Collection, Billing 52. $4 s 65.68 c Chomp p ds: sonten ol 00 mil ligrams per liter. 
Capital 29.5 36.99 hreh horus content of 10 mi ligrams per liter. 
Total User Charge 149. 14937 186.97 e) Ammonia content of 25 milligrams per liter. 
Other Industrial User Charges 4 es 5 p A 10. Computation of Surcharge. Lan 
inside Ci utsi oe i he rar e shall be Poorer ¢ as ' 
Neal! als chan e - per bil $1.65 Y $1.6. Y T he so s of BOD or COD, lehibe rasuhs in’ the higher charge}. suspended Ayre 
ve 


Excess Stren astes Surcharge - in the event an industrial user Soni ute: Hare hep bo phosphorus an ammonia al ch be computed by. first multiplying the core i ing sewage 
strength of eewage ine mees OF eras je waste charach teristics as herein del jpeg, a surchai sed Measured hie prode 1 fed eet for Be current billing period by the factor 0.00% 2321 an 
on tne flowed unit process charges will be in effect, r all waste found to be in excess of mulipi 2 BSB fo is product d erence beween (a) t s concentrations measured:in milli grams per li ee 


nitations: OD), ue solids, , ph josphorus and aeons respectively in cies sewage an 
e 


Cents Per Pound \ anne e al fea concentrati: ng set out in eich 51,076. The ae arge for each constituent will then be 
Suspended Solids - (SS) i determined’by multiplying the ee pend s qf each constituent by the appropriate rate o surcharge. In 
Biochemical Oxygen Demand - (BOD) 14.17 : ove t COD meas rement is used, as hereinbefore provided, 50% of the excess pounds measured will be 
Phosphorus - (P 96.17 to Compute ih uivalent BOD charge, 
bgt H -3) 20.74 1. Continui Surai lance Samplin: aste Evaluation Charges. ih i 4 
ser Flat Charges sers discharging wastes in system requiring continuing surveillance sampling and was 
e event any user in this classification is not a meter Xa r customer, there shall be Tees a flat evaluation shall A subject to the oheving fixed charges to: er the costs a aies për ge 
arge estimated by the City. A 25% surcharge shall ap rate charged to such users located out point. 5 
Fie! ity. Monthly je Evgluglion € Charges 
‘Commercial User Charges t ype ee lud ; tals) ; 310433 
ServieeiCharde e 2 Evaluation (includes metals i 
larges a SUR re dered shall be based on metered water consumption, unless otherwise measured, Ealan Ch rges sins Occurrence 
accordance wi eo lowing charges forsthis classification of service: Type $313.00 ‘ 
Cents per 100 Inside Ci = Outside City ork 2 Evahn ation includes metals) 460.75 
rea = z : rab Compliance (FOG) 76.00 
Convey ance, Colles Billing 52.54 65, ce Composit Compli ia 190.00" a 
Cap ited 29.59 36.9 Plus shpiiga le rk ratory testing charges. ms 
Total User harges 149.57 186.97 37 12, Delinquent Fees and Penalties as Liens; Duplicates - Collection. 
User Flat Charges SX elinquent charges for sewage services and/or stormwi for services, ana a plied penalties, recording 
S evenkany Jeen ndhi classification is not a metered water customer, there shall. be imposed a flat s and service c araes may pe made a ien upon property. w he de mae payis 
arge fle estimced b the City: A 25% surcharge shall apply to the rate charged to users located ay ier i May be collected in accordance with th e. provisions ot Indiana eels 23- xe 
tside the Ci ani 


or Cae ercial Charges. bill Kic z wid ae l ion k Cour Actions či fh rech 
Monthly Bi ing Charge per bi side City _ Outside City ition fo the forgoing remedies, the City may rècover the amaùnt of the c ergs for sewage services, 


malties ol 10% qh uent, fees and ablé attorney's civil action, and ma 
Excess Strength p hies e liens atn is Chapter i in-ceor bea with Indiana Code 36: r% 23-34. : 
a. Inthe event any user under this sepsis aeh contributes waste having o rer ngth of rage in 4. Enforcement. 3 
excess o domeştic pae characteristics as herein defined, such user will be charg le provisions “of this Chapter not specifically dealt with ova of he Boo shall e fable the Director g 
surveillance and surc arges as set elsewhere herein for Industrial V a 2 ‘oon City U lities and puch d deputies as Director, w the approval o of ku lic Works, may 
in the followin paragraph. gppointed ror. such purposes. Whenever said pirector or sal such bi all deem it “appropri te pe 
hall issue to, suc na Notes of Vio ration 


i rs 
rages shi il Bay. an edra: stren: gh ak a of 36.7 6 cents èr one an or Summons, wh ich shal rocessed. accordin: the provisions pet di ioyarod le" pr -4-32-1) 
those sch lifisd to led jean arges of erwise serto erein. For Sewer Uili Rul wigs and Reqplanons, or pursuan: to oia adopted in oc ice with 


et in 
a supplemental ese permit under Kel sib Se Section 3 


Purposes of this Chapter, a user ayal ifi 


diana Code 7.1-3-16.5-2(a) or ( 15. Penalty Violators. ; 
Institutional User Charges. : ny erson who violates f foil to comply with any provision of this Cha ter or of he ts Rules and 
Service Char sl 


b. Reslar nts - me and bev users primarily engaged in the business of prepa ringi and selling any person witha a ee of this Chapter, he ‘ 
items an 
hundred apie jeu of 


€ Regula ns of ne Board of Publ ic Works s or Administrative oa a 39 OF he Cy o ereto, be subject to 
arges for seige rendered shall be bas ed on meter rd water consumption, unless otherwise measured, ne of up to $2,500.00 per d y, gs set out at Section 1 0. he City of Fort os ‘Code of 
accordance with the following hareak for this classification of service: Ordinances Bi as alkarre brewicled Pur kinn tee Boek 


t 


i 
Notice is hereby given that on the Ist day of July, 
1997." the Common Council of the Csty of Fort 
Wayne Wayne, Indiana, in a Special Session di pa® 
the following Bill No. G-97-04-10 (as amended) (as 
amended) (as amended) General Ordinance No. G- 
07-97 to-wit: 


BILL NO. G-97-04-10 (AS AMENDED), AS 
AMENDED, AS AMENDED) - 
GENERAL ORDINANCE NO. G-07-97 
AN ORDINANCE AMENDING CHAPTER 51 
OF THE CITY OF FORT WAYNE CODE OF LAWS 


WHEREAS, the City of Fort Wayne has several areas ' 


within its borders which are not currently served by a 
public sewer and wishes to provide for both the or- 
carly residential development and the proper dispos- 
al of sewage from residential properties; and 


WHEREAS, the cy of Fort Wayne wishes to provide 
for a basic threshold level of knowledge and registra- 
tion for all installers of septic systems to insure the 
proper construction, installation and inspection of 
septic systems on real estate adequately suited for 
this type of disposal of sewage, based on current 
technology and state regulations; and 


WHEREAS, ey Utilities has not, in the past, re- , 
S 


quested deposits based on sewage consumption de- 
spite Indiana Code 36-9-23-28 specifically. providing 
for such deposits in order to protect the financial sta- 
bility of the sewer utility. 


WHEREAS, pursuant to Indiana Code 36-9-23-25, 
the Common Council of the City ‘of Fort Wayne has 
enacted a User Charge System and a Sewer Use Or- 
dinance as contained in Chapter 51 of the Fort 
Wayne Code of Ordinances; 


WHEREAS, State law (J.C. 8-1.5-38) states that 
rates and charges of municipally-owned utilities are 
unlawful if too low to produce income sufficient to 
maintain the utility property in a sound physical and 
financial condition to render adequate and efficient 
service; and, 


WHEREAS, a Sewer Task Force was created by the 
Mayor of the City of Fort: Wayne for the purpose of 
recommending a plan of improvement to the City's 
municipal sewage works; and, 


WHEREAS, the Sewer Task Force has on October 
21,. 1996, -presented a nine point plan of improve- 
ment including increased rnaintenance and evalua- 
tion. of the City's sewer system and a capital, im- 


rovements plan requiring the investment of $9 mil-- 


ion per en to address combined sewer capacity is- 
sues; and, 


WHEREAS, the Mayor of the City of Fort Wayne has 
accepted and endorsed the recommendations of the 
Sewer Task Force; and, WHEREAS, the City of Fort 
Wayne engaged the services of Municipal Consul- 
tants to review the current financial position of the 
Water Pollution Control Utility in light of the above le- 
gal requirements and Task Force recommendations; 
and, 


WHEREAS, Municipal Consultants prepared and 
submitted to the City of Fort Wayne the results of the 
above-mentioned review and has made recommen- 
dations therein regardir adjustments to the current 
Water Pollution Control Utility rates and charges, 
said report being dated March 21, 1997; and, 


WHEREAS, upon. review of said report and recom- 
mendations, the Board of Public Works of the City of 
Fort Wayne, in accordance with (I.C. 36-9-23-25) 
as amended, and Section 51.079 of the Fort Wayne 
Code of Ordinances, found on April 9, 1997 that ex- 
isting rates and charges for the use of and services 
rendered by the Water Pollution Control Utility do 
not provide sufficient revenue to: 


(a) Pay all expenses incidental to the operation of 
the works, including legal expenses, maintenance 
costs, operating charges, repairs, lease rentals, and 
interest charges on bonds or other obligations; and, 


(b) Provide the Sinking fund required by section 21, 
Ce, 36-9-23- 21) of this chapter for proposed debt; 
and, 


(c) Provide adequate money for improving and re- 
placing the works; specifica y those projects recom- 
mended by the Sewer Task Force and endorsed by 
the Mayor; and, 


WHEREAS, on said date the: Board of Public Works 
found it in the best interest of the Fort Wayne Water 
Pollution Utility, in order to provide income sufficient 
to maintain the utility property in a sound physical 
and financial condition and to render adequate and 
efficient service to its users while implementing the 
recommendations of the Sewer Task Force, that the 
sewage rates charged to all user classes be amend- 
ed according to the recommendations of Municipal 
Consultants, Inc. dated March 21, 1997, and further 
recommended the Common Council of the City of 
Fort Wayne otherwise amend Chapter 51 of the City 
of Fort Wayne Code of Ordinances in order to more 
equitably charge-all Sewer Utility users. 


NOW,* THEREFORE, BE_IT ORDAINED BY THE 
COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the following sections or 
subsections of Chapter 51 of the City of Fort Wayne 
eee of Laws be amended, added or deleted as fol- 
OWS: 


Ser R1 NN1 Nafinitinne 


industrial wastes shall be those set forth in Code or 
federal Regulations, 40 CFR 136 or approved EPA 
methods. 


d) CHARGES ‘COLLECTED - All waste analysis 
charges ‚collected under Section 51.040-a) and b) 
above shall be recorded as credits to the operating 
costs of the Water Pollution Contral Plant and a 
uarterly accounting thereof shall be forwarded to 
the Superintendent. All such charges are to be used 
to defray the operation and maintenance expenses 
incurred by the Water Pollution Control ‘Plant in per- 
forming said analyses. N 


PRIVATE SEWAGE DISPOSAL 


This subchapter (51.050-51.059) applies to matters 
under the jurisdiction of the State and’ Allen County 
Board of Health. 


Sec. 51.050 Definitions.» 


(A) The words and phrases used in this subchapter 
(51.050-51.055) are herein defined, and for the pur- 
pose of this subchapter only, shall be construed as 
follows, except when otherwise expressly provided. 


(1) State Definitions 


All definitions set forth in 410 IAC 6-8.1, Bulletin SE- 
11 (1986) and Bulletin SE-13 (1988), as amended 
from time to time, from the Indiana State Depart- 
ment of Health are hereby incorporated by refer- 
ence. : 


(2) Board 


"Board" shall mean the Fort Wayne-Allen County 
Board of Public Health, Fort Wayne, Allen County, 
ndiana. 


(3) Building 


"Building" shall mean a structure having a roof sup- 
ported by columns or 

walls built or used for the enclosure, shelter, protec- 
tion or occupancy or persons, fixtures or personal 
property, and from which there emanates any. sew- 
age. 


(4) Commercial 


"Commercial shall mean any building which is not a 
one or two family dwelling. 


- (5) Department 


‘Departrnent" shall. mean the Fort Wayne-Allen. County 


Department of Public Health, Fort Wayne, Allen 


County, Indiana, and/or its employees. 
(6) Environmental Health Specialist 


"Environmental Health Specialist" means an individual ` 


as defined in |.C. 25-32-1-1(B) 
(7) Health Commissioner 
"Health Commissioner" shall mean the D*ector of 


Public Health for the Fort Wayne-Allen County De- 
partment of Public Health for Fort Wayne, Allen 


* County, Indiana, (designated as "Health Officer" in 


the state rules and regulations) and/or his/her au- 
thorized representative. 
(8) Installer 


"Installer" shall mean any person who constructs, in- 
stalls, replaces, alters, modifies or repairs any resi- 
dential or commercial sewage disposal system sub- 
ject to the provisions of this ordinance, other than 
one which serves his/her/its building. In the event 
that the person is any association of two or more 
people, then said association shall designate one in- 
dividual who shall be designated as the installer and 
responsible for compliance with all provisions -here- 
under. 


(9) Permit . 
"Permit" shall mean a certificate of a size and style ap- 
proved by the Health Commissioner. 


(10) Permittee 


“Permittee” shall mean the person who is the owner of 
the real estate, his/her/its authorized representa- 
tive, who is responsible for the application of a con- 
struction permit and/or operating permit and ‘who 
shall be responsible for the acceptance of notices at 
the address listed on the permit applications. (11) 
(11) Public Sewer 


"Public Sewer" shall mean a sewer to the use.of which - 


all owners of abutting prope 
is controlled and maintaine 
public authority. 


(12) Residential 


"Residential" shall mean a building used as a one or 
two-family dwelling. 


have equal rights and 
by the City or other 


(13) Sewage 


"Sewage" shall mean the water-carried wastes from 


residences, business buildings, institutions and in- 
dustrial establishments, singu ay or in any combina- 
tion, together with such ground, surface and storm 
waters as may be present. 


(14) Soils Scientist 


. "Soils Scientist" means an individual who is a Special- 


ist or Classifiér, registered with the American Regis- 
trv or Certified Professionals in Agronomy. Crops 


c. If the number of bedrooms in a dwelling are more 
than five ie 


py E META RER, 
1.500 gallon tank pfuS 150 galions x the number of 
bedrooms over five A K 


(E) Final Grade 


All distribution boxes-shall be extended full size to 
ground level or final grade. 


(F) Access Openings 


All septic tanks shall have at-least one (1) access 
Opening of at least ten (10). inches in diameter, for 
each compartment in said tank for inspection and 
Cleaning purposes. All such access opening shall be 
extended to ground level and shall be fitted with 
safety secured, gs tight covers. 

(G) Abandoned Septic tanks 


Abandoned septic tanks shall be filled with earth, 
sand or gravel or shall be removed. 
(H) Inspection Pipe 


Each private sewage disposal. system shall have at 
least one suitable inspection pipe. which shall be ac- 


. cessible to the Health’ Commissioner at all reason- 


able times for the inspection or-sampling of effluent. 
If an inspection pipe does not exist, 1s not In good re- 
pair or ıs not accessible, such fact shall constitute a 
defect in the system under 51.051 (E).. 


(1) The inspection pipe shall be installed at the far 
end of one of the absorption lines, or just beyond the 
last equipment or device in. any other treatment sys- 
tem. 


(2) The inspection pipe shall be not less than an 
eight. (8) inch riser of Schedule 40, SDR 22 or SDR 
26 PVC pipe or vitrified clay pipe extending above 
the surface of the ground with a safely secured easily 
removable cap or cover and with its lower end con- 
nected and arranged to permit the collection, by dip- 
ping, of an effluent sample. 


Sec. 51.053 Construction Permit. 
(A) Construction Permit required 


An owner or permittee shall first obtain a construc- 
tion permit from the Health Commissioner prior to 
the commencement of any excavation, construction, 
alteration, repair, modification or addition to any ex- 
isting or new private sewage disposal system. s 
(B) Permit to be posted 

No person shall perform any work on a private sew- 
age disposal Sen project unless a valid construc- 
tion perit is first obtained and is properlyaposted in 
a conspicuous place at or near the building where 
the private sewage disposal system is to be con- 
structed. The permit shall be plainly visible from the 
public thorougnfare serving the building until the pro- 
ject is completed. 


(C) Application for Permit 


The application for such permit shall be submitted to 
the Health Commissioner on a form provided by the 
Health Commissioner and shall be supplemented by 
any plans, specification and other information 
deemed necessary Be the Health Commissioner or 
as required by 410 IAC 6-8.1-48. 


(D) Permit Fees 


Prior to the issuance of any permit, each own- 
er/permittee shall first tender to the Treasurer of Al- 
len County, Indiana, a fee or fees, which shall be de- 
posited into the City-County Health Fund, for each 
system being constructed, modified, altered or re- 
paired in accordance with the following schedule. 


(1) New construction-$75.00 


(2) Alteration, modification or repair of existing sys- 
tem-$50.00 


(3) Revision of existing permit prior to construction- 
$20.00 . 


(E) Term and Renewal 
(E) Term and Renewal 


A construction permit shall be valid for one (1) year 
from the date of issuance, and. may be renewed for 
up to an additional six (6) months upon application. 
If the permit is renewed, the permittee shall comply , 
with any changes in the rules, standards or require- 
ments which may have come into effect subsequent 
to the original date of issuance. The construction 
permit is not transferable. , 

Sec. 51.054 Installers Registration. 


(A) Registration Requirements 


Except for a person working on his/her/its own pri- 
vate sewage disposal system which serves the dwell- 
ing in which he/she/it resides, no person shall con- 
struct, install, replace, alter, modify or repair any pes 
vate sewage disposal system unless that person has 
first registered -with the Department as an installer. 
Persons required to be registered shall be given a 
race period of up to six (6) months after the effec- 
ive date of this Ordinance in which to register with 
the Department. Application for registration shall be 
on forms provided by the Department. 


(B) Conditions for Registration 


cordance with procedures set forth in 4U UFR 150. 


j) "CHEMICAL OXYGEN DEMAND (COD)" - a meas- 
ure of oxygen equivalent to that portion of the organ- 
ic matter in a sample of sewage, sewage effluent, 
olluted waters or industrial wastes that is suscept- 
ible to oxidation by a strong chemical oxidant. The 
läboratory, determinations shall be made in accord- 
ance with procedures set forth in 40 CFR 136. 


m) "COMPLIANCE SAMPLE" - a sam le taken of a 
User's effluent approximately thirty (30) days after 
a violation of this Chapter, ‘the User's permit or the 
Federal Pretreatment Standards and Regulations 
has been discovered or reported. The User shall be 
billed for any Compliance Sample taken. 


n) "COMPOSITE SAMPLE" - the sample resulting 
from the combination of discrete wastewater sam- 
ples taken at selected intervals while the discharge 
rate is at or above normal based on an increment of 
either flow or time. Time intervals between discrete 
samples not to exceed 2 hours. The total duration of 
collection shall not exceed 24 hours. 


aa) "OPERATION AND MAINTENANCE COSTS" - all 
costs direct and indirect, other than debt services in- 
cluding replacement costs as defined in Section 
51.001 (ii), necessary to insure adequate wastewa- 
ier treatment on a continuing basis conforming with 
federal, state or local requirements and to insure 
long-term facilities management. 


ff) "RANDOM SAMPLE" - A sample taken at no 
charge to the User, at the City's discretion of effluent 
produced by any User. 


yy) SUSPENDED SOLIDS" - solids which either float 
on the surface of or are in suspension in water, Sew- 
age or other liquid and which are removable buy lab- 
oratory filtration. Their concentration is expressed in 
milligrams per liter. Quantitative determinations are 
madin accordance with procedures set forth 40 


ccc) "WASTE SURVEILLANCE CHARGE" - a monthly 
charge collected from users, qualityins as industrial 
or commercial class users, to efray the cost of eval- 
uating that user's waste by metering, sampling, - labo- 
ratory analysis and/or other methods deemed nec- 
essary. Said charges are set forth in Article VII and 
an eae to review annually as provided in Section 


Sec. 51.015. Requirements for Connection to Public 
Sewers. 


g) City Utilities shall have the authority to require an 
owner of real property to disconnect any down- 
spouts, yard drains or other drains which carry the 
runoff of natural precipitation from a building sewer 
which drains into a sanitary sewer, or in areas served 
by combined sewers where City Utilities determines 
the additional load placed on the system has been 
found to be detrimental to properties in that area 
Property owners shall have thirty (30) days after no- 
tice thereof to comply with any such requirement. 
Sec. 51.017 ur tnis Chapter. 


Section 51.017 Connections to Sewerage System by 
Certain Properties Outside Corporate Limits. 


Notwithstanding the provisions of Sec. 51.016, the 
Board of Public Works shall have the authority to 
ermit a property located outside the corporate lim- 
its of the City to connect to an existing sanitary sew- 
er which is part of the City's sewerage system, when 
the property abuts, adjoins or Is imrnediately contig- 
uous to the street, alley or easement in which suc 
sewer is located and provided the property owner or 
occupant has com lied with the requirements pre- 
scribed by Sec,.51.015 of this Chapter. 


Sec. 51.033. Prohibited Discharges and Limitations. 


Except as hereinbefore provided, no person shall 
discharge or cause or permit to be discharged’ into 
the public sewer any of the following described sub- 
stances, wastes or waters: 


a) Any liquid or yapo having a temperature greater 
than 140 degrees F (60 degrees c), or an waste- 
water which will cause the WPC Plant's influent to 
exceed 104 degrees F. (40 degrees c). 


b) Any waters or wastes from industrial sources 
containing more than 100 milligrams per liter of totale 
oil and grease (TOG). Acceptable limits. for animal- 
vegetable based fats, oils and grease shall be deter- 
mined by the Board of Public Works and set out in 
the Sewer anut Rules and Regulations. Said maxi- 
mum limits shall be calculated and set at an amount 
shown not to cause EENE 5 
interference or obstruction in the collection system 
and/or sewerage works, and shall be re-evaluated 
and adjusted as necessary. to protect the integrity of 
the sewer utility. 


d) Any noxious or malodorous gas Or substance 
which either alone or by interaction with other 
wastes, is capable of creating a public nuisance or 
hazard to life or of preventing entry into the sewers 
for their maintenance or repair. 


e) Any garbage that, has not been properly pretreat- 
ed and reduced per Sec. 51.00(u). 


Sec. 51.035. Submission of Data on Industrial 
Waste. 


c) Any person who adds, changes, modifies or pro- 
poses to change manufacturing or pretreatment pro- 
Paeeag shall first notify the Water Pollution Control 


eee 


(B) Public Sewer Available 


Whenever a public sewer is or becomes available 
within 300 feet of a residential or commercial lot lint, 
a direct connection shall be made to said public 
sewer, provided direct access IS reasonably available 
via easement or other appropriate means. All exist- 
ing septic tanks, sewage pits, outhouses, privy pits 
and similar sewage disposal systems or treatments 
facilities shall be abandoned and filled in a safe an 
sanitary manner. Permittee shall have ninety (90) 
days from the date that the public sewer becomes 
available to make a direct connection to the public 
sewer and to abandon and fill in the existing sewage 
disposal system. 


(C) Public Sewer Not Available 


All residential and commercial pS which are 
not connected to a public sewer shall be connected 
to a private sewage disposal system which shall 
comply with the standards set forth herein. 


(D) Construction of Privy 


Sanitary vault privies constructed and maintained 
pursuant to Bulletin SE-11 (1986) shall be approved 
y the Health Commissioner. 


(E) Correction of Defects 


Should any defect exist or occur, in any private sew- 
age disposal system or privy which would cause the 
sewage disposal Seien or privy to fail to meet the 
requirements of this Chapter, then the defect shall 
be corrected by the owner/permittee pucuant to 
the time table established by the Health Commis- 
sioner. Failure to correct the defect within the time 
table established by the Health Commissioner shall 
be considered a violation of this Ordinance and shall 
subject the owner/permittee to the sanctions set 
forth in 51.059 subject, however, to the hearing pro- 
visions of 51.058. 


(F) Adaptation of Residential Systems 


Whenever there is any alteration of the structure or 
change in the use or occupancy of a residential 
building that would affect the functioning of the ex- 
isting private sewage disposal system, including the 
addition of bathrooms, kitchens or other related wa- 
ter disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with 
the requirements of this chapter. 


(G) Adaptation of Commercial System 


Whenever there is .an alteration of the structure or 
significant change in the use or occupancy of a com- 
mercial building which would affect the functioning 
of the existin private sewage disposal system, in- 
cluding the addition of bathrooms, kitchens, or other 
related water disposal mechanisms, then the system 
shall be modified, enlarged or replaced in accord- 
ance with the requirements of this chapter. 


Sec. 51.052 Construction Requirements of Private 
Sewage Disposal Systems. 


(A) Indiana State Department of Health Require- 
ments 


All rules and regulations of 410 IAC 6-8.1, Bulletin 
SE-11 (1986) and Bulletin SE-13 (1988), as 
amended from time to:time, from the Indiana State 
Department of Health ‘are hereby ‘incorporated by 
reference. . 


(B) “Lot Dimensions" 


(1) Lots or tracts of real estate on which residential ` 


or commercial sewage disposal systems are to be in- 
stalled and which are rated slight or moderate for 
septic tank absorption fields by the U.S. Department 
of Agricultural Soil Conservation Service, shall con- 
tain a minimum of one (1:0) acre or 43,560 square 
feet and suitable soils and topography to permit 
compliance with this chapter. 


(2) Lots or tracts of real estate on which residential 
or commercial sewage disposal systems are to be in- 
stalled and which are rated severe for septic tank ab- 
sorption fields by the U.S. Department of Agriculture 
Soil Conservation Service shall contain a minimum of 
two (2.0) acres or 87,120 square feet and suitable 


topography to permit compliance with this chapter. 


(3) A permittee whose real estate was a separate 
parcel for tax purposes as shown on the tax records 
of the Auditor of allen County Indiana, and recorded 
rior to the effective date of this ordinance as set 
orth in 51.059 (I) shall not be prohibited from the 
construction, installation and eventual operation of a 
residential sewage disposal system solely as a result 
of his/hers/its lot dimensions being less than those 
set forth above in (1) and (2) provided that 
he/she/it needs all other requirements of this ordi- 
nance. 


(C) “On site Evaluation" 


At least one boring from from the submitted septic 
disposal system location shall be done with a soil au- 
ger. A’second sample from the submitted septic dis- 
posal system location, and any additional confirma- 


tion samples, may be taken with a push probe. 
(D) requirements for Septic Tanks > 


(1) Residential septic tanks shall have the following 
number of gallons: 


anu ieguiauuno. TY sero = ae . 
feasible, due to language or reading difficulties, ar- 
rangements will be made to allow for an oral exami- 
nation to assure proficiency. Opportunity for reex- 
amination shall be afforded to an applicant upon re- 
quest but no more frequently than once per month. 


(C) Seminar 


At the request of the Health Commissioner, but not 
more than once per year, a person registered under 
this section shall attend a seminar on sewage dis- 
posal conducted by the Department of the Indiana 
tate Department of Health. . 


(D) Expiration 


Registrations under_this section shall expire annually 
on December 31. Each installer shall be required to 
re-register annually on or before January 15 of each 
succeeding year. 


(E) Annual Fee 


For a period of six (6) months after the effective 
date of this Ordinance, registration under this section 
shall be without fee. After that date, an annual 
registation fee of $40.00 will be charged which shall 
be paid not later than January 31 of each year. 


(F) Notice of Violation 


Whenever the Health Commissioner determines, that 
there has been a violation of any provision ‘of this Or- 
dinance or the applicable rules and repulations of the 
Indiana State Department of Health by an installer, 
the Health Commissioner shall give written notice in 
person or by certified mail, of the alee violation to 
the installer. Such notice shall include the following: 


(1) A statement of the alleged violation 


(2) An order allowing a reasonable time for the per- 
formance of any act required to correct the violation. 


(G) If the violation is not corrected within the desig- 
nated time, the Health Commissioner may suspend 
or revoke the installer's registration subject to the 
provisions contained in 51.058 (B) (C), or 

(1) If the registration is suspended, the installer may 
be reinstated by the Health Commissioner upon cor- 
rection of all violations. 


(2) If the reser ation is revoked, the Health Com- 
missioner shall require, at a minimum, that the: in- 
staller: 1) be retested; 2) pay the registration fee; 
and, 3) correct all outstanding violation to the satis- 
faction of the Health Commissioner prior to being re- 
registered. 


(H) Not Registered 


Any person constructing, installing, replacing, alter- 
ing or repairing any private sewage disposal system 
who is not registered as an installer under this sec- 
tion shall be deemed to be in violation of this Ordi- 
nance and shall be subject to all penalties set forth in 
Sub section 51.059. 


Sec. 51.055 Inspection. 
(A) Commencement of Construction 


Upon issuance of a construction permit under Sub * 
section 51.053(A), the permittee may commence 
installation and construction of the private sewage 
disposal system. The Health Commissioner may In- 


spect the work at any state of construction. 
(B) Inspection 


Upon substantial completion of the installation, the 
permittee shall notify the Heath Commissioner that 
the work is ready for inspection. No portion of the in- 
stallation shall be covered until the inspection is 


made. 


(1) No portion of the installation shall be used and, 
when the system serves a new building, no person 
shall be permitted to use the building or buildings un- 
til the inspection, has been completed and the sys- 
tem is found to be in compliance and an operation 
permit has been issued. S 

(2) The inspection shall be made within two (2) 
working days of the receipt of notice by the Health 
Commessi that the system is ready for inspec- 
ion. 


(C) Issuance of Operation Permit 


If the system meets all requirements and is in compli- 
ance with the law, the 15 Health Commissioner shall 
issue an Operating Permit. 


(D) Operating Permit Required 


It shall be unlawful for any person to use or operate a 
private sewage disposal system unless said person 


jossesses a valid operating permit issued by the 
ealth Commissioner. 


(E) Valid Period 


The Operating Permit shall be valid until there is a 
change in the use associated with the system. The 
issuance date shall appear on the Permit. The opera- 
tion permit is not trans erable. 


(F) Application for Permit i 
The application for an operation permit “shall be 


made to the Health Commissioner on forrns provided 
by the Health Commissioner. 


missioner nas geterminea tnat tne permittee nas 
lied with all, applicable provisions of this ordi- 


e, he related: ‘State rules and regulations and | 


red the appropriate permit fee." 


tenewal 


wal of the Operating Permit is the duty of the , 


ittee. 
51.056 Maintenance And Sampling. 
anitary Condition Mandatory 


' private sewage disposal system shall be con- 
ted and maintained so that the effluent leaving 
'ermittee's system shall be sanitary. 

aspection and Sampling 

Health Commissioner shall be permitted to enter 
any property at ‘any. reasonable time to inspect 
take samples. from a private sewage disposal 
m. If said test results should indicate a residen- 
3 commercial sewage disposal system failure, 
e shall constitute a violation of Sub section 


51.057 Economic Hardship. 
‘onomic Hardship 


event an owner/permittee is unable to comply 
e provisions of 51.051(B) due to the eco- 
hardship that might be imposed, then the 
Commissioner may, upon application and 
of inability to pay the cost of compliance, ex- 
the period within which said owner/permittee 
be required to make the hook-up provided the 
r/permittce has an existing private sewage dis- 
system which is operating properly. 


SOO 


51.058 Denial. Suspension. Revocation. 
L) Denial and Approval of Permit 


In the event the Health Commissioner 
mines that the application for the Construction 
it and/or Operating Permit does not meet the 
lards set forth in this chapter, then the Health 
nissioner shall be required ` to notify the 
ittee of such denial in, writing, within thirty (3) 
of the original application, stating the specific 
ns for the denial of the permit. 


‘ailure of the Health Commissioner to issue a 
in denial of a permit an/or to issue specific writ- 
lirections regarding corrective actions that need 
2 taken to obtain the permit within thirty (30) 
from the date of application of the Construction 
it shall be construed as an approval of the -Con- 
tion Permit. In the event the Health Commis- 
r issues written directives regarding corrective 
ns, then the permittee and/or his agent shall 
a reasonable amount of time to address the 
> set forth in the directives in order to be able to 
n the Construction Permit. 


‘ailure of the Health Commissioner to issue a 
ən denial of an operating Permit and/or to issue 
fic written directi 

that need to be taken to obtain the permit with- 
n (10) days from the date of application. of the 
ating Permit shall be construed as an approval 
te Operating Permit. In the event the Health 
nissioner issues written directives regarding 
ctive actions, then the Permittee and/or his 
t shall have a reasonable arnount of time to ad- 
i the items set forth in the directives in order to 
dle to obtain the Operating Permit. 


‘uspension of Permit/Registration 


Health Commissioner ma 
Construction Permit or Operation Permit or in- 
1 registration. The Health Commissioner may 
the suspension of a permit or registration for 
if the following reasons: 


order the suspension 


‘ailure to meet any of the standards of any of 
yrovisions of this Ordinance or violations of any 
ovisions of this Ordinance. 


Interference with the Health Commissioner in 
derformance of his/her duties. Interference shall 
efined as the process of obstructing, hampering 
locking the Health Commissioner in the perfor- 
se of his/her duties. 


At the regust of the permittee or installer, a 
3 shall afforded him/her/it within twenty- 
(24) hours of the issuance of the written sus- 
ion order. Said hearing shall be conducted as 
yth in 51.058(E). 


evocation or Permit/Registration 


permit and/or. registration issued hereunder 
be revoked by the Health Commissioner as the 
t of the willful or continued violation of any pro- 
ï of this Ordinance. No such revocation shall be 
ed by the Health Commissioner except after a 
g held pursuant to 51.058(E) upon at- least 
10) days written notice- to the own- 
rmittee/installer of the time, place and nature 
aid hearing: Said. notice of hearing shall be 
d upon the owner/permittee/installer by leav- 
or mailing (certified mail) the notice to the ad- 
3 listed by the owner/permittee/installer at 
er/its address on the permit, application or in- 
r registration application. 
nmediate Revocation 


ithstanding any of the other provisions of this 
lance, whenever the Health Commissioner finds 
‘itary or other conditions. which. in his/her onin- 


ons regarding corrective ac- . 


° 


wer unsvuy UomuNcuUy, UIs porUI Having CHalge 
of the property may request permission from the City 
to install at the’ user's expense eitker an. appraved 
meter or meters to determine the quantity.of water 
that cannot enter. the sewerage system. or “an ap- 
roved sewage-measuring device ‘or devices te de- 
ermine the volume of sewage that actually enters 
the sewerage system. In any case, the service 
charge shall be based on the quantity of water that 


“can or actually does enter the public sewers but in 


no case shall it be less than the minilnwm charge for 
the class of user served. Plans and specifications for 
all such meters shall be submitted to the Superin- 
tendent of the Water Pollution Control Plant and ap- 
proved prior to installation. ' 


Sec. 51.068.5. Deposit to ensure payment of sewer 
fees - Refunds - Forteitures - Uses. 


(a) Pursuant to Indiana Code 36-9-23-28, City Utili- 
ties may require the owner, lessee, or user of proper- 


ty served by the Utility to pay a deposit to ensure 


payment of Sewer fees. 


b) The deposit required shall equal: the ‘estimated 
average payment due from the property served by 
the Utility for a three (3) mont 

shall be retained in ‘a separate fund. : 


enalties and 


c) The deposit, less any outstanding 
epositor: after 


service fees, shall be refunded to the 
certain date the property being served: 


1) Has been conveyed or transferred to another 
person;’ or 1 


2) No longer uses. or is connected with any part-of 
the municipal sewage system. 


A statement under subdivision (1) must include the 


name and address of the person to whom the prop- 
erty is conveyed or transferred. 


(d) If a depositor fails to satisfy costs and fees with- 
in sixty (60) days after the termination of his use or 
ownership of the property served, the deposit and all 
accrued interest is forfeited. The forfeited amount 
shall be applied to the depositor's outstanding fees. 


-Any excess that remains due after application of the 
e 


forfeiture may be collected in. the manner set out in 
Sec. 51.099 and Sec. 51.100 herein. A deposit may 
be used to satisfy all or part of any judgment award- 
ed the municipality under this chapter. 


(e) A deposit made under this section that has re- 
mained unclaimed by the depositor for more than 
seven (7) years after the termination of the services 
for which the, deposit was made becomes the prop- 


„erty of City Utilities. 


Sec. 51.069. Residential User Charges. 
A. In City Service Charge 


(1) In City Charges for services rendered to resi- 
dents within the corporate boundaries of the City of 
Fort Wayne shall be based on metered water con- 
sumption, unless otherwise measured, in accordance 
with the following charges for this classification of 
service: 


Cents per 100 cu. ft.’ 


Treatment 60.58 
Conveyance, Collection, Billing 51.11 
Capital 28.98 
Total User Charge 140.67 


(2) In City Billing Charge 


Residential users inside the City shall be billed a 
monthly fee of $1.61. 


B. Outside City Service Charge 

1. Outside City 

Charges for services rendered to residents outside 
the corporate boundaries of the City of Fort Wayne 
shall be based on metered water consumption, un- 
less otherwise measured, in accordance with the fol- 
lowing charges for this classification of service: 


Cents per 100 cu. ft. 


Treatment 75.73 
Conveyance, Collection, Billing 63.89 
Capital 36.23 
Total User Charge 175.85 


2. Outside City Billing Charge 


Residential users residing outside the corporate 
boundaries of Fort Wayne shall be billed a monthly 
billing fee of $1.61. 


Hereinafter "inside City" or “outside City" shall be read 
to distinguish users located within or outside the cor- 
porate boundaries of the City of Fort Wayne. 

. User Flat Charges fs 


In the event that any user in this classification is not 
a metered water customer, there shall be imposed 
flat charge rates as follows: i n 


Monthly Flat 
EA Charge (1) 
Classification of Customer 


Residential User-Single Family Dwelling; In City; 
$15.68; Outside City $19.20 


period. Deposits 


a notarized statement from the depositor that as of a ` 


j 
In the event any user uder this classification con- 
tributes waste having a strength of sewage in excess 
of domestic waste characteristics as herein defined, * 
suc? user will be charged for surveillance and sur- 
chalets as set forth elsewhere’ herein for Industrial 
sers. 


Sec. 51.073. Government User Charges. 
A. Service Charge 


Charges for services rendered shall be based on me- 
tered water consumption, unless otherwise meas- 

ured, in accordance with the following charges for 

this classification of service. i 
Cents per 100 cu. ft.; Inside City; Treatment-60.58; 
Outside City 75.73 3 
Conveyance, Collection Billing; Inside City-51.11; 
Outside City 63.89 7 
Capital; Inside City-28.98; Outside City 36.23 


Total User Charge; Inside City-140.67; Outside City 
175.85 
B. User Flat Charges 


In the event any user in this classification is not a me- 
tered water customer, there shall be imposed a flat 


. charge rate estimated by the City. A 25% surcharge 


shall apply to the rate charged to users located out- 
side the City. : 


C. Other Commercial Charges 


1. Monthly Billing Charge-per bill; Inside City 1.61; 
Outside City 161S 2 ae ° 


2. Excess Strength 


In the event any user under .this classification con- 
tributes waste having a strength of sewage in excess 
of domestic. waste characteristics as hereinbefore 
defined, such user will be charged for surveillance 
and surcharges as set forth elsewhere herein for In- 
dustrial Users. ` 


Sec. 51.074 Contract Customers-Unit and Other 
Charges. 


In the event the City consummates a contract to 
serve as a regional treatment plant for any other mu- 
nieigality or private sewage utility, either contiguous 
to the City or in its environs, said contract shall pro- 
vide for the following unit charges: 


a) Volume Charge (cents per 100 ‘cu. ft.) 


Treatment 60.58 


b) Variable Charge (cents per 100 cu. ft.). 


A variable charge for conveyance and collection 
costs attributable to each contract customer's por- 
tion of the conveyance system and operating costs 
associated therewith shall be computed by the City 
and’ added to the treatment cost to arrive at the 


. contractee's total metered rate. . 


c) Flat Charge. 


In addition to the foregoing charge based on volume 
of sewage treated and conveyed, each contract cus- 
tomer will pay a monthly billing charge of $1.61 and 
an appropriate monthly surveillance charge, as set 
out'in Sec. 51.078 herein, based on the type of test- 
ing necessary according to the contractee's custom- 
er base. yet. 


d) Excess Strength of Waste Surcharge. 


In the event a contract customer user contributes 
waste having a toxic strength in excess of domestic 
waste characteristics, as hereinbefore defined, a sur- 
charge based on the following unit process charges 
will be in effect for all waste found to be in excess of 
limitations: 


t Cents Per Pound 


Suspended Solids-(SS) 6.83 
Biochemical Oxygen Demand-(BOD) 14.17 
Phosphorus - (P) 96.17 
Ammonia- (NH-3) 20.74 


e) Capital Charge. 


Where a contract calls for the payment of a capital 
charge, such shall be billed to the contract customer 
(Allen County Institutional Power Plant). 

f) Capital Surcharge. 


In the.event a contract customer delivers sewage for 
treatment to the City for a period of 90 consecutive 
days which is in excess of base MGD Contracted for, 
then customer will be Subiect to a capital charge, 
computed at the rate per 100 cu. ft. in effect for out- 
side the City customers set out elsewhere herein, 
times the excess percentage of MGD represented by 
dividing actual MGD by contracted MGD. 


g) Other Provisions. : 
In the event sewage received pursuant to any con- 
tract entered into under this the limitations imposed 
by this Chapter, the ciy shall have the right to im- 
pose all charges, limitations and penalties applicable 
to any non-contract user by the City. Each contract 
entered into by the City pursuant to the foregoing _ 
rate classification shall provide that the contract cus- 
tomer shall agree to enact and maintain a Sewer Use 
Ordinance and User Charge System acceptable to 
the Citv and in conformance with the Citv's. obliga- 
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cordance with procedures set forth in 40 CFR 136. 
j) ‘CHEMICAL OXYGEN DEMAND (COD): - a meas- 
ure of oxygen equivalent to that portion of the organ- 
ic matter in a sample of sewage, sewage effluent, 
olluted waters or industrial wastes that is suscept- 
ible to oxidation by a strong chemical oxidant. The 
laboratory determinations shall be made_ in accord- 
ance with procedures set forth in 40 CFR 136. 


Federal 
has been discovered or reported. The User shall be 
billed for any Compliance Sample taken. 


n) "COMPOSITE SAMPLE" - the sample resulting 
from the combination of discrete wastewater sam- 
ples taken at selected intervals while the discharge 
rate is at or above normal based on an increment of 
either flow or time. Time intervals between discrete 
samples not to exceed 2 hours. The total duration of 
collection shall not exceed 24 hours. 


aa) "OPERATION AND MAINTENANCE COSTS" - all 
costs direct and indirect, other than debt services in- 
cluding replacement costs as defined in Section 
51.001 (ii), necessary to insure adequate wastewa- 
ter treatment on a continuing basis conforming with 
federal, state or local requirements and to Insure 
long-term facilities management. 


ff) "RANDOM SAMPLE" - A. sample taken at no 
charge to the User, at the City's discretion of effluent 
produced by any User. 


yy) SUSPENDED SOLIDS” - solids which either float 
on the surface of or are in suspension in water, Sew- 
age or other liquid and which are removable buy lab- 
oratory filtration. Their concentration is expressed in 
milligrams per liter. Quantitative determinations are 
made an accordance with procedures set forth 


ccc) "WASTE SURVEILLANCE CHARGE" - a monthly 
charge collected from users, qualifying as industrial 
or commercial class users, to defray the cost of eval- 
uating that user's waste by metering, sampling, : labo- 
ratory analysis and/or other methods deemed nec- 
essary. Said charges are set forth in Article VII and 
ae ee to review annually as provided in Section 


Sec. 51.015. Requirements for Connection to Public 
Sewers. 


g) City Utilities shall have the authority to require an 
owner of real property to disconnect any down- 
spouts, yard drains or other drains which carry the 


runoff of natural precipitation from a building sewer 
which drains into a sanitary sewer, or in areas served 
by combined sewers where City Utilities determines 
the additional load placed on the system has been 
found to be detrimental to properties in that area 
Property owners shall have thirty (30) days after no- 
tice thereof to comply with any such requirement. 
Sec. 51.017 vi tuis Chapter. 


Section 51.017 Connections to Sewerage System by 
Certain Properties Outside Corporate Limits. 


Notwithstanding the provisions of Sec. 51.016, the 
Board of Public Works shall have the authority to 
ermit a property located outside the corporate lim- 
its of the City to connect to an existing sanitary Sew- 
er which is part of the City's sewerage system, when 
the property abuts, adjoins or IS imrnediately Conti 
uous to the street, alley or easement in which suc 
sewer is located and provided the property owner or 


occupant has com lied with the requirements pre- 
scribed by Sec, 51.015 of this Chapter. 


Sec. 51.033. Prohibited Discharges and Limitations. 


Except as hereinbefore provided, no person shall 
discharge or cause or ermit to be discharged’ into 
the public sewer any 0 the following described sub- 
stances, wastes or waters: 


a) Any liquid or vapor having a temperature greater 
than 140 degrees F (60 eee c), or any waste- 
water which will cause the PC Plant's influent to 
exceed 104 degrees F. (40 degrees c). 


b) Any waters or wastes from industrial sources 


containing more than 100 milligrams per liter of total» 


oil and grease (TOG). Accepta le limits for animal- 
vegetable based fats, oils and grease shall be deter- 
mined by the Board of Public orks and set out in 
the Sewer Utility Rules and Regulations. Said maxi- 
mum limits shall be calculated and set at an amount 
shown not to cause Selita h 
interference or obstruction in the collection system 
and/or sewerage works, and shall be re-evaluated 
and adjusted as necessary, to protect the integrity of 
the sewer utility. 


d) Any noxious or malodorous gas or substance 
which either alone or by interaction with other 
wastes, is capable of creating a public nuisance or 
hazard to life or of preventing entry into the sewers 
for their maintenance or repair. 


e) Any garbage that has not been properly pretreat- 
ed and reduced per Sec. 51.00(u). 

Sec. 51.035. Submission of Data on Industrial 
Waste. 


c) Any person who adds, changes, modifies or pro- 
poses to, change manufacturing or pretreatment pro- 
LenaB, aart tha Water Pollution Control 


by Jelerciies. 


(B) Public Sewer Available 


Whenever a public sewer is or becomes available 
within 300 feet of a residential or commercial lot lint, 
a direct connection shall be made to said public 
sewer, provided direct access is reasonably available 
via easement or other appropriate means. All exist- 
ing septic tanks, sewage pits, outhouses, privy pits 
and similar sewage disposal systems or treatments 
facilities shall be ‘abandoned and filled in a safe an 
sanitary manner. Permittee shall have ninety (90) 
days from the date that the public sewer becomes 
available to make a direct connection to the public 
sewer and to abandon and fill in the existing sewage 
disposal system. 


(C) Public Sewer Not Available 


All residential and commercial buildings which are 
not connected to a public sewer shall be connected 
to a private sewage disposal system which. shall 
comply with the standards set forth herein. 


(D) Construction of Privy 


Sanitary vault privies constructed and maintained 
pouan to Bulletin SE-11 (1986) shall. be approved 
y the Health Commissioner. 


(E) Correction of Defects 


Should any defect exist or occur in any private sew- 
age disposal system or privy which would cause the 
sewage disposal en or pry to fail to meet the 
requirements of ti hen the defect shall 


table established by the Health Commissioner shall 
be considered a violation of this Ordinance and shall 
subject the owner/permittee to the sanctions set 
forth in 51.059 subject, however, to the hearing pro- 


visions of 51.058. 
(F) Adaptation of Residential Systems 


Whenever there is any alteration of the structure or 
change in the use or occupancy: of a residential 
building that would affect the functioning of the ex- 
isting private sewage disposal system, including the 
addition of bathrooms, kitchens or other related wa- 
ter disposal mechanisms, then the system shall be 
modified, enlarged or replaced in accordance with 
the requirements of this chapter. 


(G) Adaptation of Commercial System 


Whenever there is .any alteration of the structure or 
significant -change in the use or occupancy of a com- 
mercial building which would affect the functioning 
of the existin private sewage disposal system, in- 
cluding the addition of bathrooms, kitchens, or other 
related water disposal mechanisms, then the system 
shall be modified, enlarged ‘or replaced in accord- 
ance with the requirements of this chapter. 


Sec. 51.052 Construction Requirements of Private 
Sewage Disposal Systems. 


(A) Indiana State Department of Health Require- 
ments 


All rules and regulations of 410 IAC 6-8.1, Bulletin 
SE-11 (1986) and Bulletin SE-13 (1988), as 
amended from time to: time, from the Indiana State 
Department of Health ‘are hereby ‘incorporated by 
reference. . 


(B) “Lot Dimensions" 


(1) Lots or tracts of real estate on which residential ` 


or commercial sewage disposal systems are to be in- 
stalled and which are rated slight or moderate for 
septic tank absorption fields by the U.S. Department 
of Agricultural Soil Conservation Service, shall con- 
tain a minimum of one (1:0) acre or 43,560 square 
feet and suitable soils and topography to permit 
compliance with this chapter. 


(2) Lots or tracts of real estate on which residential 
or commercial sewage disposal systems are to be in- 
stalled and which are rated severe for septic tank ab- 
sorption fields by the U.S. Department of Agriculture 
Soil Conservation Service shall contain a minimum of 
two (2.0) acres or 87,120 square feet and suitable 
topography to permit compliance with this chapter. 


(3) A permittee whose real estate was a separate 
parcel for tax purposes as shown on the tax records 
of the Auditor of allen County Indiana, and recorded 
rior to the effective date of this ordinance as set 
orth in 51.059 (I) shall not be prohibited from the 
construction, installation and eventual. operation of a 
residential sewage disposal system solely ‘as a result 
of his/hers/its lot dimensions bein less than those 
set forth above in (1) and (2) provided that 
he/she/it needs all other requirements of this ordi- 
nance. 


(C) “On site Evaluation" 


At least one’ boring from from the submitted septic 
disposal system location shall be done with a soil aus 


er. A second sample from the submitted septic dis- 


posal system location, and any additional confirma- 
tion samples, may be taken with a push probe. 


(D) requirements for Septic Tanks 


(1) Residential. septic tanks shall have the following 
number of gallons: 


ANG TEBUIALIUNID. wusis wane oy giffi . 
feasible, due to language or reading difficulties, ar- 
e to allow for an oral exami- 


(C) Seminar 


At the request of the Health Commissioner, but not 
more than once per year, a person registered under 
this section shall attend a seminar on sewage dis- 
pa conducted by the Department of the Indiana 
tate Department of Health. . 


(D) Expiration 


Registrations under this section shall expire annually 
on December 31. Each installer shall be required to 
re-register annually on or before January 15 of each 
succeeding year. 


(E) Annual Fee 


For a period of six (6) months after the effective 
date of this Ordinance, re istration under this section 
shall be without fee. After that date, an annual 
registation fee of $40.00 will be charged which shall 
be paid not later than January 31 of each year. ` 


(F) Notice of Violation 


Whenever the Health Commissioner determines that 
there has been a violation of any provision ‘of this Or- 
dinance or the applicable rules and realation of the 
Indiana State Department of Health by an installer, 
the Health Commissioner shall give written notice in 
person or by certified mail, of the alleged violation to 
the installer. Such notice shall include the following: 


(1) A statement of the alleged violation, 


(2) An order allowing a reasonable time for the per- 
formance of any act required to correct the violation. 


(G) If the violation is not corrected within the desig- 
nated time, the Health Commissioner may suspend 
or revoke the installer's registration subject to the 
provisions contained in 51.058 (B) (C), or (5). 

(1) If the registration is suspended, the installer may 
be reinstated by the Health Commissioner upon cor- 
rection of all violations. 


(2) If the registration is revoked, the Health Com- 
missioner shall require, at a minimum, that the: in- 
staller: 1) be retested; 2) pay the registration fee; 
and, 3) correct. all outstanding violation to the. satis- 
faction of the Health Commissioner prior to being re- 
registered. 


(H) Not Registered 


Any person constructing, installing, replacing, alter- 
ing or repairing any private senaee disposal system 
who is not registered as an installer, under this sec- 
tion shall be deemed to be in violation of this Ordi- 
nance and shall be subject to all penalties set forth in 
Sub section 51.059. 


Sec. 51.055 Inspection. 
(A) Commencement of Construction 


Upon issuance of a construction permit under Sub ` 
section 51.053(A), the permittee may commence 
installation and construction of the private sewage 
disposal system. The Health Commissioner may In- 
spect the work at any state of construction. 


(B) Inspection 


Upon substantial completion of the installation, the 
permittee shall notify the Heath Commissioner that 
the work is ready for inspection. No portion of the in- 
Se shall be covered until the inspection Is 
made. 


(1) No portion of the installation shall be used and, 
when the system serves a New paleo. no person 
shall be permitted to use the building or buildings un- 
til the inspection has been completed and the sys- 
tem is found to be in compliance and an operation 
ermit has been issued. one 

2) The inspection shall be made within two (2) 
working days of the receipt of notice by the ‘Health 
pom that the system is ready for inspec- 
ion. 


(C) Issuance of Operation Permit 


If the system meets all requirements and is in compli- 
ance with the law, the 15 Health Commissioner shall 
issue an Operating Permit. 


(D) Operating Permit Required 


It shall be unlawful for any person to use or operate a 

private sewage disposal system unless said person 

e a valid operating permit issued by the 
ealth Commissioner. 


(E) Valid Period 


The Operating Permit shall be valid until there is a 
change in the use associated with the system. The 
issuance date shall appear on the Permit. The opera- 
tion permit is not trans erable. 


(F) Application for Permit A 
The application for an operation permit shall be 


made to the Health Commissioner on forrns provided 
by the Health Commissioner. 


